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MATERIALS 

Approval  Notice 

1.  Certain  laws  and  regulations  (46 
CFR  Ch.  I)  require  that  various  items 
of  lifesaving,  firefighting,  and  miscel¬ 
laneous  equipment,  construction,  and 
materials  used  on  board  vessels  subject 
to  Coast  Guard  inspection,  on  certain 
motorboats  and  other  recreational  ves¬ 
sels.  and  on  the  artificial  islands  and 
fixed  structiues  on  the  outer  Continental 
Shelf  be  of  types  approved  by  the  Com¬ 
mandant,  U.S.  Coast  Guard.  The  pur¬ 
pose  of  this  document  is  to  notify  all 
interested  persons  that  certain  approvals 
have  been  granted  as  herein  described 
during  the  period  from  November  20, 
1972,  to  December  13,  1972  (List  No. 
37-72).  These  actions  v;ere  taken  in 
accordance  with  the  procedures  set  forth 
in  46  CFR  2.75-1  to  2.75-50. 

2.  The  statutory  authority  for  equip¬ 
ment,  construction,  and  material  ap¬ 
provals  is  generally  set  forth  in  sections 
367,  375,  390b,  416,  481,  489,  526p.  and 
1333  of  title  46,  United  States  Code,  sec¬ 
tion  1333  of  title  43,  United  States  Code, 
and  section  198  of  title  50,  United  States 
Code.  The  Secretary  of  Transportation 
has  delegated  authority  to  the  Comman¬ 
dant,  U.S.  Coast  Guard  with  respect  to 
these  approvals  (49  CFR  1.46(b)).  The 
specifications  prescribed  by  the  Com¬ 
mandant,  U.S.  Coast  Guard  for  certain 
types  of  equipment,  construction,  and 
materials  are  set  forth  in  46  CFR  Parts 
160  to  164. 

3.  The  approvals  listed  in  this  docu¬ 
ment  shall  be  in  effect  for  a  period  of 
5  years  from  the  date  of  issuance,  im- 
less  sooner  canceled  or  suspended  by 
proper  authority. 

Gas  Masks,  Self-Contained  Breathing 

Apparatus,  and  Supplied-Air  Respira¬ 
tors,  FOR  Merchant  Vessels 

Approval  No.  160.011/43/0,  Scott/ 
Draeger  BG-174  (800511-00),  permissi¬ 
ble  self-contained  2  hour  compressed 
oxygen  breathing  apparatus.  Bureau  of 
Mines  Approval  No.  13D-16,  only  for  use 
with  BM-13D-16  facepiece  and  BM- 
13D-16  sorbent  canister,  Scott  assembly 
Drawing  No.  800511,  revision  F  dated 
December  11,  1967,  Modification  Sheet 
dated  September  7,  1967  and  Bureau  of 
Mines  Approval  Label  No.  13D-16,  man¬ 
ufactured  by  Scott  Aviation  Corp.,  225 
Erie  Street,  Lancaster,  NY  14086,  effec¬ 
tive  December  12.  1972.  (It  Is  an  exten¬ 
sion  of  Approval  No.  160.011/43/0  dated 
December  15,  1967.) 

Approval  No.  160.011/44/0,  Scott/ 
Draeger  BG-174  (800511-01),  permissi¬ 
ble  self-contained  2  hour  compressed 
oxygen  breathing  apparatus.  Bureau  of 
Mines  Approval  No.  13D-16,  only  for  use 
with  BM-13D-16  facepiece  and  BM- 
13E>-16  sorbent  canister,  Scott  assembly 
Drawing  No.  800511,  revision  F  dated 
December  11,  1967,  Modification  Sheet 
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dated  September  7,  1967,  and  Bureau  of 
Mines  Approval  Label  No.  13D-16.  man¬ 
ufactured  by  Scott  Aviation  Corp.,  225 
Erie  Street,  Lancaster,  NY  14086,  effec¬ 
tive  December  12.  1972.  (It  is  an  exten¬ 
sion  of  Approval  No.  160.011, '44/0  dated 
December  15,  1967.) 

Lifeboat  Winches  for  Merchant  Vessels 

Approval  No.  160.015/102/0,  Model 
LS-lllD  survival  capsule  launching 
winch:  approved  as  an  alternate  to  a 
lifeboat  winch  for  a  maximum  lowering 
load  of  11,000  pounds  on  a  single  fall; 
identified  by  assembly  drawing  56834 
revision  C  dated  November  9,  1972,  and 
drawing  list  dated  October  20,  1972,  ap¬ 
proved  for  use  on  non-self-propelled 
drilling  rigs,  artificial  islands,  and  fixed 
structures  with  the  Whittaker  Survival 
Capsule,  manufactured  by  Welin  Davit 
and  Boat  Division,  Lake  Shore,  Inc.,  Iron 
Moimtain,  Mich.  49801,  effective  De¬ 
cember  5, 1972. 

Davits  for  Merchant  Vessels 

Approval  No.  160.032/189/0,  fixed  grav¬ 
ity  davit.  Type  S-30-22;  approved  for  a 
maximum  working  load  of  20,000  pounds 
per  set  (10,000  poimds  per  arm)  using 
two-part  falls;  identified  by  general  ar¬ 
rangement  Drawing  Dl-F-231,  revision 
A  dated  October  30,  1972,  and  drawing 
list  DL-S-30-22,  revision  A  dated  No¬ 
vember  15, 1972,  manufactured  by  Marine 
Safety  Equipment  Corp.,  foot  of  Wycoff 
Road,  Farmingdale.  N.J.  07727,  effective 
December  8, 1972. 

Mechanical  Disengaging  Apparatus, 
Lifeboat,  for  Merchant  Vessels 

Approval  No.  160.033/28/7,  Rottmer 
type,  size  299  releasing  gear,  approved 
for  maximum  working  load  of  15,720 
pounds  per  set  (7,860  pounds  per  hook), 
identified  by  arrangement  Drawing  No. 
WBA  7005,  revision  B  dated  October  23, 
1972,  formerly  manufactured  by  Welin 
Davit  and  Boat  Division  of  Continental 
Copper  fc  Steel  Industries,  Inc.,  and  Lane 
Lifeboat  Division  of  Lane  Marine  Tech¬ 
nology,  Inc.,  manufactured  by  Welin 
Davot  &  Boat  Division,  Lake  Shore,  Inc., 
Iron  Moimtain,  Mich.  49801,  effective  No¬ 
vember  20, 1972.  (It  supersedes  Approval 
No.  160.033/28/6  dated  AprU  21.  1972,  to 
show  change  in  construction.) 

Lifeboats 

Approval  No.  160.035/381/4,  24'  x  8'  x 
3.5'  fibrous  glass  reinforced  plastic 
(FRP),  oar-propelled  lifeboat,  40-person 
capacity.  Identified  by  general  arrange¬ 
ment  Drawing  No.  P-24-1A,  revision  Q, 
dated  September  15,  1972,  46  CFR  160.- 
035-13 (c)  Marking,  Weights:  Condition 
“A”=2,500  poundis;  Condition  “B" 
=  10,027  pounds,  manufactured  by  Ma¬ 
rine  Safety  Equipment  Corp.,  foot  of 
Wycoff  Road,  Farmingdale.  N.J.  07727, 
effective  December  13,  1972.  (It  super¬ 
sedes  Approval  No.  160.035/381/3  dated 
May  21.  1969,  to  show  change  in  con¬ 
struction.) 

Approval  No.  160.035/397/7,  24'  x  8'  x 
3.5'  fibrous  glass  reinforced  plastic 
(FRP) ,  motor-propelled  lifeboat,  without 
radio  cabin  or  searchlight  (class  1),  37- 


person  capacity,  identified  by  general  ar¬ 
rangement  Drawing  No.  P-24-ID,  revi¬ 
sion  P  dated  September  15,  1972,  46  CFR 
160.035-13(c)  Marking,  Weights:  Condi¬ 
tion  “A” =3, 994  pounds;  Condition  “B” 
=  11,114  pounds,  manufactured  by  Ma¬ 
rine  Safety  .Equipment  Corp.,  foot  of 
Wycoff  Road,  Farmingdale,  N.J.  07727, 
effective  December  12,  1972.  (It  super¬ 
sedes  Approval  No.  160.035/397/6  dated 
June  3,  1969,  to  show  change  in  con¬ 
struction.) 

Buoyant  Vests,  Kapok,  or  Fibrous  Glass 

Approval  No.  160.047/574/0,  adult. 
Model  AK-1,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
USCG  Specification  Subpart  160.047 
and  UL/MD  report  file  No.  MQ  151,  man¬ 
ufactured  by  Ero  Industries,  Inc.,  1923- 
34  North  Washtenaw  Avenue,  Chicago. 
IL  60647,  for  Sears,  Roebuck,  and  Co.,  925 
South  Homan  Avenue,  Chicago,  IL  60607, 
effective  December  7, 1972.  (It  supersedes 
Approval  No.  160.047/574/0  dated  Sep¬ 
tember  29, 1969.) 

Approval  No.  160.047/575/0.  child  me¬ 
dium,  Model  CKM-1,  standard  kapok 
bouyant  vest,  manufactured  in  accord¬ 
ance  with  USCG  Specification  Subpart 
160.047  and  UL/MD  Report  File  No. 
MQ  151,  manufactured  by  Ero  Industries, 
Inc.,  1923-34  North  Washtenaw  Avenue, 
Chicago,  IL  60647,  for  Sears.  Roebuck 
and  Co.,  925  South  Homan  Avenue,  Chi¬ 
cago,  IL  60607,  effective  December  7, 1972. 
(It  supersedes  Approval  No.  160.047/575/0 
dated  September  29,  1969.) 

Approval  No.  160.047/576/0.  child 
small.  Model  CKS-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  USCX>  Specification  Subpart 
160.047  and  UL/MD  Report  File  No.  MQ 
151,  manufactured  by  Ero  Industries, 
Inc.,  1923-34  North  Washtenaw  Avenue, 
Chicago,  Hi  60647,  for  Sears,  Roebuck 
and  Co.,  925  South  Homan  Avenue,  Chi¬ 
cago,  Hi  60607,  effective  December  7, 
1972.  (It  supersedes  Approval  No.  160.- 
047/576/0  dated  September  29,  1969.) 

Approval  No.  160.047/638/0,  adult. 
Model  AK-1,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
USCG  Specification  Subpart  160.047  and 
UL/MD  Report  File  No.  MQ  149,  manu¬ 
factured  by  Miltco  Products  Corp.,  129 
Emerson  Place,  Brooklsm,  NY  11205,  for 
Elvin  Salow  Co..  15  East  Street,  Boston, 
MA  02211,  effective  December  7,  1972. 

Approval  No.  160.047/639/0,  child  me¬ 
dium,  Model  CKM-1,  standard  ka[>ok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  USCXI  Specification  Subpart 
160.047  and  UL/MD  Report  File  No.  MQ 
149,  manufactured  by  Miltco  Products 
Corp.,  129  Emerson  Place,  Brooklyn,  NY 
11205,  for  Elvin  Salow  Co.,  15  East 
Street,  Boston,  MA  02211,  effective  De¬ 
cember  7,  1972. 

Approval  No.  160.047/640/0,  child 
small.  Model  CKS-l,  standard  ka(>ok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  USCG  Specification  Subpart 
160.047  and  UL/MD  Report  File  No.  MQ 
149,  manufactured  by  Miltco  Products 
Corp.,  129  Emerson  Place,  Brooklyn,  NY 
11205,  for  Elvin  Salow  Co.,  15  East  Street, 
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Boston,  MA  02211,  effective  December  7, 
1972. 

Buoyant  Cushions,  Kapok,  or  Fibrous 
Glass 

Approval  No.  160.048/32/0,  group  ap¬ 
proval  for  rectangular  and  trapezoidal 
kapok  buoyant  cushions,  USCG  Specifi¬ 
cations  Subpart  160.048,  sizes  and 
weights  of  kapok  filling  to  be  as  per 
Table  160.048-4(c)  (1)  (i),  manufactured 
by  Mlltco  Products  Corp.,  129  Emerson 
Place,  Brooklyn.  NY  11205,  for  Elvin 
Salow  Co.,  15  East  Street,  Boston,  MA 
02211,  effective  December  7,  1972.  (It 
supersedes  Approval  No.  160.048/32/0 
dated  April  14, 1970.) 

Buoyant  Vests,  Unicellular  Plastic 
FOAlf 

Approval  No.  160.052/304/0,  adult. 
Model  LV-A,  nonstandard  unicellular 
plastic  foam  buoyant  vests,  manufac¬ 
tured  in  accordance  with  USCG  Specifi¬ 
cation  Subpart  160.052  and  UL/MD  Re¬ 
port  File  No.  MQ  132,  manufactured  by 
Goodenow  Manufacturing  Co.,  1363  West 
Sixth  Street.  Erie,  PA  16505,  effective 
December  7,  1972.  (It  supersedes  Ap¬ 
proval  No.  160.052/304/0  dated  April  29, 
1968.) 

Approval  No.  160.052/305/0,  child  me¬ 
dium.  Model  LV-M,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest,  man¬ 
ufactured  in  accordance  with  USCG 
Specification  Subpart  160.052  and  UL/ 
MD  Report  File  No.  MQ  132,  manufac¬ 
tured  by  Goodenow  Manufacturing  Com¬ 
pany.  1363  West  Sixth  Street,  Erie,  PA 
16505,  effective  December  7,  1972.  (It 
supersedes  Approval  No.  160.052/305/0 
dated  AprU  29. 1968.) 

Approval  No.  160.052/306/0.  child 
small.  Model  LV-S,  nonstandard  imlcel- 
lular  plastic  foam  buoyant  vest,  manu¬ 
factured  in  accordance  with  USCG  Spec- 
lficati<m  Subpart  160.052  and  UL/MD 
Report  File  No.  MQ  132,  manufactured 
by  Goodenow  Manufacturing  Co.,  1363 
West  Sixth  Street,  Erie,  PA  16505,  effec¬ 
tive  December  7, 1972.  (It  supersedes  Ap¬ 
proval  No.  160.052/306/0  dated  April  29, 
1968.) 

Approval  No.  160.052/401/0,  adult. 
Model  BV-A,  nonstandard  imlcellular 
plastic  foam  buoyant  vest,  manufactured 
in  accordance  with  USCG  Specification 
Subpart  160.052  and  UL/MD  Report  File 
No.  MQ  132,  manufactured  by  Goodenow 
Manufacturing  Co.,  1363  West  Sixth 
Street,  Erie,  PA  16505,  effective  Decem¬ 
ber  7,  1972.  (It  supersedes  Approval  No. 
160.052/401/0  dated  September  1,  1970.) 

Approval  No.  160.052/402/0,  child  me¬ 
dium.  Model  BV-M,  nonstandard  imlcel¬ 
lular  plastic  foam  buoyant  vest,  manu¬ 
factured  in  accordance  with  USCG  Spec¬ 
ification  Subpart  160.052  and  UL/MD 
Report  Pile  No.  MQ  132,  manufactured  by 
Goodenow  Manufacturing  Co.,  1363  West 
Sixth  Street,  Erie.  PA  16505,  effective  De¬ 
cember  7.  1972.  (It  supersedes  Approval 
No.  160.052/402/0  dated  September  1, 
1970.) 

Approval  No.  160.052/403/0,  child, 
small.  Model  BV-S,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest,  man¬ 
ufactured  In  accordance  with  USCG 
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Specification  Subpart  160.052  and  UL/ 
MD  Report  File  No.  MQ  132,  manu¬ 
factured  by  Goodenow  Manufacturing 
Co..  1363  West  Sixth  Street,  Erie,  PA 
16505,  effective  December  7,  1972.  (It 
supersedes  Approval  No.  160.052/403/0 
dated  September  1,  1970.) 

Approval  No.  160.052/404/0,  adult. 
Model  CV-L,  nonstandard  unicellular 
plastic  foam  buoyant  vest,  manufactured 
in  accordance  with  USCG  Specifica¬ 
tion  Subpart  160.052  and  UL/MD  Re¬ 
port  Pile  No.  MQ  132,  manufactured 
by  Goodenow  Manufacturing  Co.,  1363 
West  Sixth  Street.  Erie.  PA  16505,  ef¬ 
fective  December  7,  1972.  (It  supersedes 
Approval  No.  160.052/404/0  dated  July  2, 
1970.) 

Approval  No.  160.052/405/0,  child 
medium.  Model  CV-M,  nonstandard 
unicellular  plastic  foam  buoyant  vest, 
manufactured  in  accordance  with  USCG 
Specification  Subpart  160.052  and  UL/ 
MD  Report  File  No.  MQ  132,  manufac¬ 
tured  by  Goodenow  Manufacturing  Co., 
1363  West  Sixth  Street.  Erie.  PA  16505, 
effective  December  7, 1972.  (It  supersedes 
Approval  No.  160.052/405/0  dated  July  2, 
1970.) 

Approval  No.  160.052/406/0,  chfid 
small.  Model  CVS,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest,  manu¬ 
factured  in  accordance  with  USCG  Spec¬ 
ification  Subpart  160.052  and  UL/MD 
Report  File  No.  MQ  132,  manufactured 
by  Goodenow  Manufacturing  Co.,  1363 
West  Sixth  Street,  Erie,  PA  16505,  effec¬ 
tive  December  7,  1972.  (It  supersedes 
Approval  No.  160.052/406/0  dated  July  2, 
1970.) 

Special  Purpose  Water  Safety  Buoyant 

Devices  for  Designated  Use  On  All 

Motorboats  and  for  General  Use  On 

Motorboats  of  Classes  A,  1.  or  2  Not 

Carrying  Passengers  for  Hire 

Approval  No.  160.064/294/0,  child 
small.  Model  No.  REC  1050,  vinyl 
dipped  unicellular  plastic  foam  “Water 
Ski  Jacket."  manufactured  in  accord¬ 
ance  with  USCG  Specification  Subpart 
160.064  and  UL/MD  Report  File  No.  MQ 
13,  Type  in  Device,  manufactured  by 
Groendyk  Manufacturing  Co.,  Inc.,  Route 
11  (south  of  town),  Buchanan,  Va.  24066, 
effective  December  7,  1972. 

Approval  No.  160.064/295/0,  child 
medium.  Model  No.  REC  1051  vinyl 
dipped  unicellular  plastic  foam  “Water 
Ski  Jacket,"  manufactured  in  accordance 
with  USCG  Specification  Subpart  160.- 
064  and  UL/MD  Report  File  No.  13,  Type 
in  Device,  manufactured  by  Groendyk 
Manufacturing  Co.,  Inc.,  Route  11  (south 
of  town) ,  Buchanan,  Va.  24066,  effective 
December  7. 1972. 

Approval  No.  160.064/296/0,  adult 
small.  Model  No.  REC  1052,  vinyl  dipped 
unicellular  plastic  foam  “Water  Ski 
Jacket,”  manufactured  in  accordance 
with  USCG  Specification  Subpart  160.064 
and  UL/MD  Report  File  No.  MQ  13,  Type 
ni  Device,  manufactured  by  Groendyk 
Manufacturing  Co.,  Inc.,  Route  11  (south 
of  town) ,  Buchanan,  Va.  24066,  effective 
December  7,  1972. 

Approval  No.  160.064/297/0,  adult 
medium.  Model  No.  REC  1053,  vinyl 
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dipped  unicellular  plastic  foam  “Water 
Ski  Jacket,”  manufactured  in  accord¬ 
ance  with  USCG  Specification  Subpart 
160.064  and  UL/MD  Report  File  No,  MQ 
13,  Typ>e  III  Device,  manufactured  by 
Groendyk  Manufacturing  Co.,  Inc.  Route 

II  (south  of  town) ,  Buchanan,  Va.  24066, 
effective  December  7,  1972. 

Approval  No.  160.064/298/0,  adult 
large.  Model  No.  REC  1054,  vinyl  dipped 
unicellular  plastic  foam  “Water  Ski 
Jacket,”  manufactured  in  accordance 
with  USCG  Specification  Subpart  160.064 
and  UL/MD  Report  File  No.  MQ  13,  Type 

III  Device,  manufactured  by  Groendyk 
Manufacturing  Co.,  Inc.,  Route  11  (south 
of  town) ,  Buchanan,  Va.  24066,  effective 
December  7,  1972. 

Approval  No.  160.064/371/0,  adult 
large.  Model  No.  1200,  vinyl  dipped  uni¬ 
cellular  plastic  foam  “Water  Ski  Vest,” 
manufactured  in  accordance  with  USCG 
Specification  Subpart  160.064  and  UL/ 
MD  Report  File  No.  MQ  24,  Type  III 
Device,  manufactured  by  Quality  Built 
Products  Co.,  Inc.,  1832  East  Commercial, 
Springfield,  MO  65803,  effective  Novem¬ 
ber  21,  1972. 

Approval  No.  160.064/372/0,  adult 
medium.  Model  No.  1200,  vinyl  dipped 
unicellular  plastic  foam  “Water  Ski 
Vest,”  manufactured  in  accordance  with 
USCG  Specification  Subpart  160.064  and 
UL/MD  Report  File  No.  MQ  24,  Type  HI 
Device,  manufactured  by  Quality  Built 
Products  Co..  Inc.,  1832  East  Commercial, 
Springfield,  MO  65803,  effective  Novem¬ 
ber  21,  1972. 

Approval  No.  160.064/373/0,  adult 
small.  Model  No.  1200,  vinyl  dipped  uni¬ 
cellular  plastic  foam  “Water  Ski  Vest,” 
manufactured  in  accordance  with  USCG 
Specification  S  u  b  p  a  r  t  160.064  and 
UL/MD  Report  File  No.  MQ  24,  Type  HI 
Device,  manufactured  by  Quality  Built 
Products  Co.,  Inc.,  1832  East  Commercial, 
Springfield,  MO  65803,  effective  Novem¬ 
ber  21,  1972. 

Approval  No.  160.064/374/0,  child 
medium.  Model  No.  1200,  vinyl  dipped 
unicellular  plastic  foam  “Water  Ski 
Vest,”  manufactured  in  accordance  with 
USCG  Specification  Subpart  160.064  and 
UL/MD  Report  Pile  No.  MQ  24,  Type  HI 
Device,  manufactured  by  Quality  Built 
Products  Co.,  Inc.,  1832  East  Commercial, 
Springfield.  MO  65803,  effective  Novem¬ 
ber  21,  1972. 

Approval  No.  160.064/394/0,  adult  S/M, 
Model  No.  lOOD,  cloth  covered  unicellular 
plastic  foam  “Yachtsman  Buoyant  Vest,” 
manufactured  in  accordance  with  USCG 
Specification  Subpart  160.064  and  UL/ 
MD  Report  Pile  No.  MQ  47,  Type  III  De¬ 
vice,  manufactured  by  Cut  ‘N’  Jump  Ski 
Corp.,  11525  Sorrento  Valley  Road.  San 
Diego,  CA  92121,  effective  December  7, 
1972. 

Approval  No.  160.064/396/0,  adult 
L/XL,  Model  No.  lOOF,  cloth  covered  uni¬ 
cellular  plastic  foam  “Yachtsman  Buoy¬ 
ant  Vest,”  manufactured  in  accordance 
with  USCG  Specification  Subpart  160.064 
and  UL/MD  Report  File  No.  MQ  47,  Type 
in  Device,  manufactured  by  Cut  ‘N’ 
Jump  Ski  Corp.,  11525  Sorrento  Valley 
Road,  San  Diego,  CA  92121,  effective  De¬ 
cember  7,  1972, 
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Approval  No.  160.064/397/0,  adult  S,/M, 
Model  No.  200H.  cloth-covered  unicellu¬ 
lar  plastic  foam  “Sportsman  Buoj'ant 
Vest”,  manufactured  in  accordance  with 
USCO  Specification  Subpart  160.064  and 
UL/MD  Report  Pile  No.  MQ  47,  Type  HI 
Device,  manufactured  by  Cut  ‘N’  Jump 
Ski  Corp.,  11525  Sorrento  Valley  Road, 
San  Diego,  CA  92121,  effective  December 
7,  1972. 

Approval  No.  160.064/398/0,  adult 
L/'XL,  Model  No.  200J,  cloth-covered 
unicellular  plastic  foam  “Sportsman 
Buoyant  Vest”,  manufactured  in  accord¬ 
ance  with  USCG  Specification  Subpart 
160.064  and  UL/RTO  Rep>ort  Pile  No. 
MQ  47,  Type  m  Device,  manufactured 
by  Cut  ‘N’  Jump  Ski  Corp.,  11525  Sor¬ 
rento  Valley  Road,  San  Diego,  CA  92121, 
effective  December  7,  1972. 

Approval  No.  160.064/421/0,  adult 
small.  Model  No.  3015,  cloth-covered  imi- 
cellular  plastic  foam  “Plotation  Jacket”, 
manufactured  in  accordance  with  USCG 
Specification  Subpart  160.064  and  UL/ 
MD  Report  Pile  No.  MQ  26,  Type  in 
Device,  manufactured  by  The  Empress 
Corp.,  1144  South  San  Julian  Street, 
Los  Angeles,  CA  90015,  effective  Decem¬ 
ber  7, 1972. 

Approval  No.  160.064/422/0,  adult 
medium.  Model  No.  3015,  cloth-covered 
unicellular  plastic  foam  “Plotation 
Jacket”,  manufactured  in  accordance 
aith  Ul^G  Specification  Subpart  160.064 
and  UL/MD  Report  Pile  No.  MQ  26,  Tsrpe 
in  Device,  manufactured  by  The  Em¬ 
press  Corp.,  1144  South  San  Julian 
Street,  Los  Angeles,  CA  90015,  effective 
December  7, 1972. 

Approval  No.  160.064/423/0,  adult 
large.  Model  No.  3015,  cloth-covered  imi- 
cellular  plastic  foam  “Plotation  Jacket”, 
manufactiued  in  accordance  with  USCG 
Specification  Subpart  160.064  and  UL/ 
MD  Report  Pile  No.  MQ  26,  Type  in  De¬ 
vice,  manufactured  by  The  Empress 
Corp.,  1144  South  San  Julian  Street,  Los 
Angeles,  CA  90015,  effective  December  7, 
1972. 

Telephone  Systems,  Sottnd-Powered 

Approval  No.  161.005/66/1,  sound- 
powered  telephone  station,  selective 
ringing,  common  talking,  19-statlon 
maximmn,  bulkhead  mounting,  splash- 
proof,  with  internal  hand  generator  bell 
and  115-volt  a.c.  or  d.c.  relay  for  addi¬ 
tional  signal,  Dwg.  84-01,  Alt.  1,  dated 
December  14,  1960,  Model  SWLR,  for  use 
in  locations  not  exposed  to  the  weather, 
manufactured  by  Hose-McCann  Tele¬ 
phone  Co.,  Inc.,  524  West  23d  Street, 
New  York.  NY  10011,  effective  December 
6,  1972.  (It  is  an  extension  of  Approval 
No.  161.005/66/1  dated  Pebruary  12, 
1968.) 

Approval  No.  161.005/67/1,  sound- 
powered  telephone  station,  selective 
ringing,  common  talking,  19-statlon 
maximum,  bulkhead  moimting,  splash - 
proof,  with  separately  mounted  hand 
generator  bell  and  115-volt  a.c.  or  d.c.  re¬ 
lay  for  additional  signal,  Dwg.  85-01, 
Alt.  1,  dated  December  14,  1960,  Model 
SEffjR,  for  use  in  locations  not  exposed  to 
the  weather,  manufactured  by  Hose- 
McCann  Telephone  Co.,  Inc.,  524  West 
23d  Street,  New  York,  NY  10011,  effec¬ 


tive  December  6, 1972.  (It  Is  an  extension 
of  Approval  No.  161.005/67/1  dated 
Pebruary  12, 1968.) 

Safety  Valves  (Steam  Heating  Boilers) 

Approval  No.  162.012/23/1,  Series  No. 
12-200  pop  safety  valve,  ASTM  B62 
brass  body,  for  steam  heating  boilers 
and  unfired  steam  generators  Dwg.  No. 
12-200,  dated  Jime  10,  1970,  approved 
for  a  maximum  pressure  of  15  p.s.i.g.  in 
the  following  sizes: 


Part  No. 

Sire  (Inches) 

Capacity 
(pounds/liour) 
at  16  p.sJ.g. 

12-2(V5 . . 

o 

2,500 

12-206 . . 

2J4 

3,529 

12-207 . . 

3 

4,331 

manufactured  by  Consolidated  Brass  Co., 
Post  OfiBce  Box  247,  Matthews,  NC  28105, 
effective  December  12,  1972.  (It  super¬ 
sedes  Approval  No.  162.012/23/0  dated 
Pebruary  15,  1968  to  show  revision.) 

Pressure  Vacuum  Relief  Valves  and 
Spill  Valves  for  Tank  Vessels 

Approval  No.  162.017/65/3,  Pigure  No. 
110,  pressure  vacuum  relief  valve  with 
lifting  gear,  atmospheric  pattern,  weight- 
loaded  poppets,  bronze,  Ni-Resist  Type 
2  (20  percent  nickel  cast  iron)  and  stain¬ 
less  steel  Type  304,  Dwg.  No.  110-C,  Alt. 
6  dated  July  12,  1972,  approved  for  3”, 
4",  5",  6",  8",  and  10"  sizes,  manufac¬ 
tured  by  Mechanical  Marine  Co.,  Inc., 
900  Pairmoimt  Avenue,  Elizabeth,  NJ 
07207,  effective  December  8,  1972.  (It  su¬ 
persedes  Approval  No.  162.017/65/3 
dated  August  12, 1969.) 

Backfire  Plame  Control,  Gasoline  En¬ 
gines;  Plame  Arresters;  For  Mer¬ 
chant  Vessels  and  Motorboats 

Approval  No.  162.041/160/0,  Barbron 
backfire  flame  arrester.  Part  No.  57153B, 
brass  element,  base  and  cover,  also  Part 
No.  57153A,  having  anodized  aluminum 
base  and  cover,  opening  in  base  is  4.250" 
in  diameter,  manufactured  by  Barbron 
Corp.,  14580  Lesure  Avenue,  Detroit,  MI 
48227,  effective  December  5,  1972. 

Approval  No.  162.041/161/0,  Barbron 
backfire  flame  arrester.  Part  No.  5713B, 
•brass  element,  base  and  cover,  also  Part 
No.  5713A,  having  anodized  aluminum 
base  and  cover,  opening  in  base  is  4.250" 
in  diameter,  manufactured  by  Barbrim 
Corp.,  14580  Lesure  Avenue,  Detroit,  Mi 
48227,  effective  December  5,  1972. 

Dated;  Pebruary  12, 1973. 

G.  H.  Read, 

Captain,  U.S.  Coast  Guard.  Act¬ 
ing  Chief.  Office  of  Merchant 
Marine  Safety. 

[FR  Doc.73-3447  Filed  2-23-73:8:45  am] 


[CGD  73-26  N) 

EQUIPMENT,  CONSTRUCTION.  AND 
MATERIALS 

Approval  Notice 

1.  Certain  laws  and  regulations  (46 
CPR  Ch.  I)  require  that  various  items  of 
lifesaving,  firefighting,  and  miscellaneous 
equipment,  construction,  and  materials 


used  on  board  vessels  subject  to  Coast 
Guard  inspection,  on  certain  motorboats 
and  other  recreational  vessels,  and  on 
the  artificial  Islands  and  fixed  structures 
on  the  outer  Continental  Shelf  be  of 
types  approved  by  the  Commandant,  U.S. 
Coast  Guard.  The  purpose  of  this  docu¬ 
ment  Is  to  notify  all  Interested  persons 
that  certain  approvals  have  been  granted 
as  herein  described  during  the  period 
from  December  14,  1972,  to  December 
27,  1972  (List  No.  39-72).  These  actions 
were  taken  In  accordance  with  the  pro¬ 
cedures  set  forth  in  46  CPR  2.75-1  to 
2.75-50. 

2.  The  statutory  authority  for  equip¬ 
ment,  construction,  and  material  ap¬ 
provals  is  generally  set  forth  in  sections 
367,  375,  390b,  416,  481,  489,  526p,  and 
1333  of  title  46,  United  States  Code,  sec¬ 
tion  1333  of  title  43,  United  States  Code, 
and  section  198  of  title  50,  United  States 
Code.  The  Secretary  of  Transportation 
has  delegated  authority  to  the  Com¬ 
mandant,  U.S.  Coast  Guard  with  respect 
to  these  approvals  (49  CPR  1.46(b) ) .  The 
specifications  prescribed  by  the  Com¬ 
mandant,  U.S.  Coast  Guard  for  certain 
types  of  equipment,  construction,  and 
materials  are  set  forth  in  46  CPR  Pai*ts 
160  to  164. 

3.  The  approvals  listed  In  this  docu¬ 
ment  shall  be  in  effect  for  a  period  of  5 
years  from  the  date  of  issuance,  unless 
sooner  cancelled  or  suspended  by  proper 
authority. 

Lifeboats 

Approval  No.  160.035/105/2,  26.0'  x 
9.0'  X  3.8'  steel,  motor-propelled  lifeboat, 
Cfiass  1,  48-person  capacity,  identified  by 
general  arrangement  and  construction 
Dwg.  No.  26-001-1  Rev.  A  dated  Novem¬ 
ber  19,  1972,  this  boat  Is  built  with 
wooden  or  fibrous  glass  reinforced  plas- 
tic  (PRP)  removable  interior,  46  CFR 
160.035-13 (c)  Marking,  Weights:  Con¬ 
dition  “A”=:4,875  pounds;  Condition 
“B’— 13.847  pounds,  manufactured  by 
Lane  Lifeboat  Division  of  Lane  Marine 
Technology,  Inc.,  150  Sullivan  Street, 
Brooklyn,  NY  11231,  effective  Decem¬ 
ber  14,  1972.  (It  supersedes  Approval  No. 
160.035/105/1  dated  Dec«nber  22,  1967 
to  show  change  in  construction.) 

Kits,  F7rst-Aid,  Por  Merchant  Vessels 

Approval  No.  160.041/6/0,  first-aid  kit. 
Model  No.  24  L.B.,  assembly  Dwg.  No.  1- 
24-LB,  revised  January  14,  1953,  mark¬ 
ing  Dwg.  No.  2-24-LB  revised  Jan¬ 
uary  14.  1953,  manufactured  by  Pac-Kit 
Safety  Equipment  Division,  K.  W.  Grif¬ 
fon  Co.,  Post  OflBce  Box  1306,  Greenwich, 
CT  06830,  formerly  Pac-Klt  Safety 
Equipment  Co.,  Inc.,  effective  Decem¬ 
ber  18,  1972.  (It  Is  an  extension  of 
Approval  No.  160.(Kl/6/0  dated  Jan¬ 
uary  3,  1968  and  change  of  name  of 
manufacturer.) 

Special  Purpose  Water  Safety  Buoyant 

Devices  for  Designated  use  on  all 

Motorboats  and  for  General  use  on 

Motorboats  of  Classes  A.  1,  or  2  not 

Carrying  Passengers  for  Hire 

Approval  No.  160.064/369/0,  adult 
large.  Model  PJ55,  cloth-covered  unicel¬ 
lular  plastic  foam  “Camouflage  Himter 
Coat”,  manufactured  in  accordance  with 
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USCG  Specification  Subpart  160.064  and 
UL/MD  Report  Pile  No.  MQ  29,  Type  in 
Device,  manufactured  by  Steams  Manu¬ 
facturing  Co.,  Division  Street  at  30th,  St. 
Cloud,  Minn.  56301,  effective  Decem¬ 
ber  22,  1972. 

Approval  No.  160.064/370/0  adult 
X-large,  Model  No.  PJ55,  cloth-covered 
imicellular  plastic  foam  “Camouflage 
Hunter  Coat”,  manufactured  in  accord¬ 
ance  with  USCG  Specific9^tion  Subpart 
160.064  and  UL/MD  Report  Pile  No.  MQ 
29,  Type  III  Device,  manufactured  by 
Steams  Manufacturing  Co.,  Division 
Street  at  30th,  St.  Cloud,  Minn.  56301, 
effective  December  22,  1972. 

Approval  No.  160.064/424/0,  adult 
S/M,  Model  No.  lOODM,'  vinyl-dipped 
unicellular  •  plastic  foam  “Yachtsman 
Buoyant  Vest”,  manufactured  in  accord¬ 
ance  with  USCG  Specification  Subpart 
160.064  and  UL/MD  Report  Pile  No.  MQ 
32,  Type  III  Device,  manufactured  by 
Cut  ‘N’  Jump  Ski  Corp.,  11525  Sorrento 
Valley  Road,  San  Diego.  CA  92121,  for 
Mermatec,  Inc.,  11525  Sorrento  Valley 
Road,  Seui  Diego,  CA  92121,  effective 
December  22,  1972. 

Approval  No.  160.064/425/0,  adult 
L/XL,  Model  100PM,  vinyl-dipped  xmicel- 
lular  plastic  foam  “Yachtsman  Buoyant 
Vest”,  manufactured  in  accordance  with 
USCG  Specification  Subpart  160.064  and 
UL/MD  Report  Pile  No.  MQ  32,  Type  m 
Device,  manufactured  by  Cut  ‘N’  Jump 
Ski  Corp.,  11525  Sorrento  Valley  Road, 
San  Diego,  CA  92121,  for  Mermatec,  Inc., 
11525  Sorrento  Valley  Road,  San  Diego, 
CA  92121,  effective  December  22,  1972 

Approval  No.  160.064/426/0,  adult 
S/M,  Model  No.  200HM,  vinyl-dipped 
unicellular  plastic  foam  “Sportsman 
Buoyant  Vest”,  manufactured  in  accord¬ 
ance  with  USCG  SF>ecification  Subpart 
160.064  and  UL/MD  Report  Pile  No.  MQ 
32,  Tsrpe  III  Device,  manufactured  by 
Cut  ‘N’  Jump  Ski  Corp.,  11525  Sorrento 
Valley  Road,  San  Diego,  CA  92121,  for 
Mermatec,  Inc.,  11525  l^rrento  Valley 
Road,  San  Diego,  CA  92121,  effective 
December  22, 1972. 

Approval  No.  160.064/427/0,  adult, 
L/XL.  Model  No.  200JM,  vinyl-dipped 
imicellular  plastic  foam  “Sportsman 
Buoyant  Vest”,  manufactured  in  accord¬ 
ance  with  USCG  Specification  Subpart 
160.064  and  UL/MD  Report  Pile  No.  MQ 
32,  Type  III  Device,  manufactured  by 
Cut  ‘N’  Jump  Ski  Corp.,  11525  Sorrento 
Valley  Road,  San  Diego,  CA  92121,  for 
Mermatec,  Inc.,  11525  Sorrento  Valley 
Road,  San  Diego,  CA  97121,  effective 
December  22, 1972. 

Approval  No.  160.064/446/0,"  child 
medium.  Model  No.  VCM,  vinyl-dipped 
unicellular  plastic  foam  “Sail  ‘N’  Ski 
Vest”,  manufactured  in  accordance  with 
USCG  Specification  Subpart  160.064  and 
UL/MD  Report  Pile  No.  MQ  3,  Type  HI 
Device,  manufactured  by  Texas  Water 
Crafters,  912  North  Beverly  Drive, 
Wichita  Palls,  TX  76307,  for  Hurtsboro 
Oak  Plooring  Co.,  Inc.,  Hurtsboro,  Ala. 
36860,  effective  December  15,  1972. 

Approval  No.  160.064/447/0,  adult 
small.  Model  No.  VAS,  vinyl-dipped  uni¬ 
cellular  plastic  foam  “Sail  ‘N’  Ski  Vest”, 
manufactured  in  accordance  with  USCG 


Specification  Subpart  160.064  and  UL/ 
MD  Report  Pile  No.  MQ  3,  Type  HI 
Device,  manufactured  by  Texas  Water 
Crafters,  912  North  Beverly  Drive, 
Wichita  Palls,  TX  76307,  for  Hurtsboro 
Oak  Plooring  Co.,  Inc.,  Hurtsboro,  Ala. 
36860,  effective  December  15,  1972. 

Approval  No.  160.064/448/0,  adult 
meifium.  Model  No.  VAM,  vinyl-dipped 
unicellular  plastic  foam  “Sail  ‘N’  Ski 
Vest,”  manufactured  in  accordance  with 
USCG  Specification  Subpart  160.064  and 
UL/MD  Report  Pile  No.  MQ  3,  Type  III 
Device,  manufactured  by  Texas  Water 
Crafters,  912  North  Beverly  Drive, 
Wichita  Palls,  TX  76307,  for  Hurtsboro 
Oak  Plooring  Co.,  Inc.,  Hurtsboro,  Ala. 
36860,  effective  December  15,  1972. 

Approval  No.  160.064/449/0,  adult 
large.  Model  No.  VAL,  vinyl-dipped  uni¬ 
cellular  plastic  foam  “Sail  ‘N’  Ski  Vest,” 
manufactured  in  accordance  with  USCG 
Specification  Subpart  160.064  and  UL/ 
MD  Report  Pile  No.  MQ  3,  Type  HI 
Device,  manufactured  by  Texas  Water 
Crafters,  912  North  Beverly  Drive, 
Wichita  Palls,  TX  76307,  for  Hurtsboro 
Oak  Plooring  Co.,  Inc.,  Hurtsboro,  Ala. 
36860,  effective  December  15,  1972. 

Approval  No.  160.064/450/0,  adult 
X-large,  Model  No.  VAXL,  vinyl-dipped 
unicellular  plastic  foam  “Sail  ‘N’  Ski 
Vest,”  manufactured  in  accordance  with 
USCG  Specification  Subpart  160.064  and 
UL/MD  Report  Pile  No.  MQ  3,  Typ>e  III 
Device,  manufactured  by  Texas  Water 
Crafters,  912  North  Beverly  Drive, 
Wichita  Palls,  TX  76307,  for  Hurtsboro 
Oak  Plooring  Co.,  Inc.,  Hurtsboro,  Ala. 
36860,  effective  December  15,  1972. 

Bromotrifluoromethane-Type  Pire 
Extinguishing  Systems 

Approval  No.  162.035/2/1  Pyr-Pyter 
Marine  Bromotrifiuoromethane  (CPjBr) 
Type  Pire  Extinguishing  Systems  for 
Hydrofoil  Craft  (Unmanned  Spaces), 
typical  installation  Dwg.  No.  C-9A730, 
Rev.  1  dated  May  24, 1965,  manufactured 
by  Norris  Industries,  Pire  &  Safety 
Equ'pment  Division,  Post  Office  Box 
2750,  Newark,  NJ  07114,  effective  De¬ 
cember  15,  1972.  (It  is  an  extension  of 
Approval  No.  162.035/2/1  dated  Decem¬ 
ber  29,  1967,) 

Incombustible  Materials  Por 
Merchant  Vessels 

Approval  No.  164.009/157/0,  “ECISCO 
Incombustible  Aluminum  Poll  Paced 
Pibrous  Glass  Insulation  Blanket”,  fi¬ 
brous  glass  type  incombustible  material 
identical  to  that  described  in  National 
Bureau  ’  of  Standards  Test  Report  PR 
3830  dated  December  13,  1972,  and  East¬ 
ern  Cold  Storage  Insulation  Co.,  letters 
dated  May  15, 1972,  and  July  14, 1972,  ap¬ 
proved  in  a  nominal  density  of  1-2 
pounds  per  cubic  foot  and  in  a  1-inch 
thickness,  manufactured  by  Eastern 
Cold  Storage  Insulation  Co.,  630  Third 
Avenue,  New  York,  NY  10017,  Plant: 
Cedar  Grove,  N.J.,  effective  December 
27,  1972, 

Approval  No.  164.009/161/0,  “ECISCO 
Incombustible  Aluminum  Poll  Paced  Pi¬ 
brous  Glass  Marine  Hull  Board”,  fibrous 
glass  type  incombustible  material  identi¬ 


cal  to  that  described  in  National  Bureau 
of  Standards  Tests  Report  PR  3830  dated 
December  13,  1972,  and  Eastern  Cold 
Storage  Insulation  letters  dated  May  15, 
1972,  and  July  14,  1972,  approved  in  a 
nominal  density  of  3  pounds  per  cubic 
foot  and  in  a  1-inch  thickness,  manu¬ 
factured  by  Eastern  Cold  Storage  Insu¬ 
lation  Co.,  630  Third  Avenue,  New  York, 
NY  10017,  Plant:  Cedar  Grove,  N.J., 
effective  December  27,  1972. 

Dated:  Pebruary  15,  1973. 

G.  H.  Read, 

Captain,  U.S.  Coast  Guard,  Act¬ 
ing  Chief,  Office  of  Merchant 
Marine  Safety. 

IFR  Doc.73-3448  Filed  2-23-73;8:45  am] 


[COD  73-33N1 

EQUIPMENT,  CCNSTRUCTION,  AND 
MATERIALS  > 

Approval  Notice 

1.  Certain  laws  and  regulations  (46 
CPR  Ch.  I)  require  that  various  items  of 
life-saving,  firefighting,  and  miscellane¬ 
ous  equipment,  construction,  and  mate¬ 
rials  used  on  board  vessels  subject  to 
Coast  Guard  inspection,  on  certain 
motorboats  and  other  recreational  ves¬ 
sels,  and  on  the  artificial  islands  and 
fixed  structures  on  the  Outer  CTontinental 
Shelf  be  of  types  approved  by  the  Com¬ 
mandant,  U.S,  Coast  Guard.  The  purpose 
of  this  document  is  to  notify  all  in¬ 
terested  persons  that  certain  approvals 
have  been  granted  as  herein  described 
during  the  period  from  December  26, 

1972,  to  January  8,  1973  (List  No.  3-73). 
These  actions  were  taken  in  accordance 
with  the  procedures  set  forth  in  46  CPR 
2.75-1  to  2.75-50. 

mandant,  U.S.  Coast  Guard,  for  certain 

2.  The  statutory  authority  for  equip¬ 
ment,  construction,  and  material  ap¬ 
provals  is  generally  set  forth  in  sections 
36/,  375,  390b,  416,  481,  489,  526p,  and 
1333  of  title  46,  United  States  Code,  sec¬ 
tion  1333  of  title  43,  United  States  Code, 
and  section  198  of  title  50,  United  States 
Code.  The  Secretary  of  Transportation 
has  delegated  authority  to  the  Comman¬ 
dant,  U.S.  Coast  Guard,  with  respect 
to  these  approvals  (49  CPR  1.46(b) ).  The 
specifications  prescribed  by  the  Com¬ 
mandant,  U.S.  Coast  Guard  for  certain 
types  of  equipment,  construction,  and 
materials  are  set  forth  in  46  CPR  Parts 
160  to  164. 

3.  The  approvals  listed  in  this  docu¬ 
ment  shall  be  in  effect  for  a  period  of 
5  years  from  the  date  of  Issuance,  un¬ 
less  sooner  canceled  or  suspended  by 
proper  authority. 

Life  Preservers,  Fibrous  Glass,  Adult  and 

Child  (Jacket  Type)  Models  52  and  56 

Note:  Approved  for  use  on  all  vessels  and 
motorboats. 

Approval  No.  160.005/15/0,  Model  52 
adult  fibrous  glass  life  preserver,  USCG 
Specification  Subpart  160.005,  manu¬ 
factured  by  Atlantic-Pacific  Manufac¬ 
turing  Corp.,  124  Atlantic  Avenue, 
Brooklyn,  NY  11201,  effective  January  4, 

1973.  (It  is  an  extension  of  Approval 
No.  160.005/15/0  dated  March  15,  1968.) 
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Approval  No.  160.005/16/0,  Model  56 
child  fibrous  glass  life  preserver,  U8CX5 
Specification  Subpart  160.005,  manu- 
factiu-ed  by  Atlantic-Pacific  Manufac¬ 
turing  Corp.,  124  Atlantic  Avenue, 
Brooklyn,  NY  11201,  effective  January  4, 
1973.  (It  is  an  extension  of  Approval 
No.  160.005/16/0  dated  March  15,  1968.) 

Lifeboat  Winches  for  Merchant 
Vessels 

Approval  No.  160.015/103/0,  Type 
55GH-MKIII  lifeboat  winch;  approval  is 
limited  to  mechanical  components  only 
and  for  a  maximum  working  load  of 
11,000  poimds  pull  at  the  drums  (5,500 
pounds  per  fall) ;  Identified  by  general 
arrangement  drawing  No.  W1-F-002-H, 
Revision  B,  dated  June  7, 1972,  and  draw¬ 
ing  list.  Revision  A.  dated  November  15, 
1972,  manufactured  by  Marine  Safety 
Equipment  Corp.,  Foot  of  Wycoff  Road, 
Farming  dale,  N.J.  07727,  effective  Jan¬ 
uary  2, 1973. 

Mechanical  Disengaging  Apparatus, 
Lifeboat,  for  Merchant  Vessels 

Approval  No.  160.033/39/4,  Rottmer 
Type  S-1  releasing  gear,  approved  for 
a  maximum  working  load  of  21,300 
pounds  c>er  set  (10,650  pounds  per  hook) , 
identified  by  hoist  gear  assembly  draw¬ 
ing  No.  M-115-1,  Rev.  E  dated  March  15, 
1968,  manufactured  by  Marine  Safety 
Equipment  Corp.,  Foot  of  Wycoff  Road, 
Farmingdale,  N.J.  07727,  effective  Jan¬ 
uary  3,  1973.  (It  is  an  extension  of  Ap¬ 
proval  No.  160.033/39/4  dated  March  15, 
1968,  and  change  of  address  of 
manufacturer.) 

Kits,  F^rst-Aid,  for  Merchant  Ve.ssels 

Approval  No.  160.041/5/0,  first-aid  kit. 
Model  G-12,  assembly  drawing  No.  B- 
12596  dated  September  9,  1952,  manu¬ 
factured  by  Mine  Safety  Appliances  Co., 
201  North  Braddock  Avenue,  Pittsbmgh, 
PA  15208,  effective  January  3,  1973.  (It 
is  an  extension  of  Approval  No.  160.041/ 
5/0  dated  February  16,  1968.) 

Pumps,  Bilge,  Lifeboat,  for  Merchant 
Vessels 

<  Approval  No.  160.044/5/1,  size  No.  3 
lifeboat  bilge  pump,  identified  by  gen¬ 
eral  assembly  drawing  No.  228,  Revision 
C.  dated  February  25,  1958,  manufac¬ 
tured  by  Allied  Marine  Equipment  Corp., 
Division  of  Tap-Rite  Products,  204  Rail¬ 
road  Avenue,  Hackensack,  NJ  07601,  ef¬ 
fective  January  3,  1973.  (It  Is  an  exten¬ 
sion  of  Approval  No.  160.044/5/1  dated 
March  15, 1968.) 

Approval  No.  160.044/14/0,  size  No.  3 
lifeboat  bilge  pump.  Model  BM-519CG 
identified  by  drawing  No.  P.C.  6514  dated 
March  7,  1963,  manufactured  by  Beck- 
son  Manufacturing,  Inc.,  Box  3336, 
Bridgeport,  C7T  06605,  effective  Janu¬ 
ary  3,  1973.  (It  is  an  extension  of  Ap¬ 
proval  No.  160.044/14/0  dated  March  8, 
1968.) 

Inflatable  Liferafts 

Approval  No.  160.051/13/2,  4-person 
inflatable  llferaft;  identified  by  gen¬ 


eral  arrangement  drawing  SPC-MM- 
4002  (Rev.  6)  dated  October  5,  1972,  and 
drawing  list  SPC-MM-4,  revised  Octo¬ 
ber  6,  1972,  manufactured  by  Switlik 
Parachute  Co.,  Inc.,  1325  East  State 
Street,  Trenton,  NJ  08607,  effective  Jan¬ 
uary  8, 1973.  (It  supersedes  Approval  No. 
160.051/13/1  dated  August  16,  1967,  to 
show  change  in  design.) 

Approval  No.  160.051/14/1,  6-person 
inflatable  llferaft;  identified  by  gen¬ 
eral  arrangement  drawing  SPC-MM- 
6002  (Rev,  5)  dated  October  4,  1972, 
and  drawing  list  SPC-MM-6,  revised 
October  6,  1972,  manufactured  by  Swit¬ 
lik  Parachute  Co.,  Inc.,  1325  East  State 
Street,  Trenton,  NJ  08607,  effective  Jan¬ 
uary  8,  1973.  (It  supersedes  Approval  No, 
160.051/14/0  dated  June  21.  1971,  to 
show  change  in  design.) 

Approval  No,  160.051/15/3,  8-person 
inflatable  llferaft;  identified  by  gen¬ 
eral  arrangement  drawing  SPC-MM- 
8002  (Rev.  8)  dated  October  3,  1972, 
and  drawing  list  SPC-MM-8,  revised 
October  6, 1972,  manufactured  by  Switlik 
Parachute  Co.,  Inc.,  1325  East  State 
Street,  Trenton,  NJ  08607,  effective  Jan¬ 
uary  8. 1973.  (It  supersedes  Approval  No. 
160.051/15/2  dated  August  16,  1967,  to 
show  change  in  design.) 

Approval  No.  160.051/16/3,  10-person 
Inflatable  llferaft;  Identified  by  gen¬ 
eral  arrangement  drawing  SPC-LRC- 
10002  (Rev.  8)  dated  October  3,  1972, 
and  drawing  fist  SPC-MM-10,  revised 
October  6, 1972,  manufactured  by  Switlik 
Parachute  Co.,  Inc.,  1325  East  State 
Street,  Trenton,  NJ  08607,  effective  Jan¬ 
uary  8, 1973.  (It  supersedes  Approval  No. 
160.051/16/2  dated  August  16,  1967,  to 
show  change  In  design.) 

Approval  No.  160.051/18/3,  15-person 
Inflatable  llferaft;  identified  by  gen¬ 
eral  arrangement  drawing  SPC-LRC^ 
15002  (Rev.  7)  dated  October  3,  1972, 
and  drawing  list  SPC-MM-15,  revised 
October  6, 1972,  manufactured  by  Switlik 
Parachute  Co.,  Inc.,  1325  East  State 
Street,  Trenton,  NJ  08607,  effective  Jan¬ 
uary  8,  1973.  (It  supersedes  Approval  No. 
160.051/18/2  dated  August  16,  1967,  to 
show  change  in  design.)  . 

Approval  No.  160.051/19/3,  20-person 
Inflatable  liferaft;  identified  by  gen¬ 
eral  arrangement  drawing  SPC-MM- 
20002  (Rev.  7)  dated  October  4,  1972, 
and  drawing  list  SPC-MM-20,  revised 
October  6, 1972,  manufactured  by  Switlik 
Parachute  Co.,  Inc.,  1325  East  State 
Street,  Trenton,  NJ  08607,  effective  Jan¬ 
uary  8, 1973.  (It  supersedes  Approval  No. 
160.051/19/2  dated  August  16,  1967,  to 
show  change  in  design.) 

Approval  No.  160.051/20/3,  25-person 
Inflatable  liferaft;  Identified  by  gen¬ 
eral  arrangement  drawing  SPC-MM- 
25002  (Rev.  8)  dated  October  4,  1972, 
and  drawing  list  SPC-MM-25,  revised 
October  6, 1972,  manufactured  by  Switlik 
Parachute  Co.,  Inc.,  1325  East  State 
Street,  Trenton,  NJ  08607,  effective  Jan¬ 
uary  8, 1973.  (It  supersedes  Approval  No. 
160.051/20/2  dated  August  16,  1967,  to 
show  change  in  design.) 


Work  Vest,  Unicellular  Plastic 
Foam 

Approval  No.  160.053/14/0,  unicellu¬ 
lar  plastic  foam  work  vest,  drawing  Nos. 
20,  21,  and  22,  and  bill  of  materials  dated 
May  21,  1963,  manufactured  by  CTraw- 
ford  Manufacturing  Co.,  Inc.,  Third  and 
Decatur  Streets,  Richmond,  Va.  23212 
and  12th  and  Graham  Streets.  Emporia, 
Kans.  66801,  effective  January  4.  1973. 
(It  is  an  ext^sion  of  Approval  No. 
160.053/14/0  dated  March  20,  1968.) 

Fire-Protective  Systems 

Approval  No.  161.002/10/0,  combina¬ 
tion  manual  fire  alarm  station  and  test 
station,  for  use  in  dry  locations  only, 
manufactured  by  Henschel  Cerp.,  Ames- 
bury.  Mass.  01913,  effective  January  3, 
1973.  (It  is  an  extension  of  Approval  No. 
161.002/10/0  dated  February  13,  1968.) 

Telephone  Systems,  Sound-Powered 

Approval  No.  161.005/36/3,  sound  pow¬ 
ered  telephone  handset.  Type  333  or  Type 
331-1,  Identified  by  Drawing  No  A-257, 
Alternate  5,  revision  2  dated  December  27, 
1957,  for  use  with  approved  sound  pow¬ 
ered  telephone  stations,  manufactured  by 
Stromberg-Carlson  Corp.,  Post  Office 
Box  1288,  Charlottesville,  VA  22902,  ef¬ 
fective  January  3,  1973.  (It  is  an  exten¬ 
sion  of  Approval  No.  161.005/36/3  dated 
Mar.  15, 1968.) 

Safety  Valves:  (Power  Boilers) 

Approval  No.  162.001/229/0,  Style  HC- 
MS-35  carbon  steel  body  pop  safety  valve, 
nozzle  type,  exposed  spring  fitted  with 
spring  cover,  775  pjs.l.  primary  service 
pressure  rating,  675“  F.  maximum  tem¬ 
perature,  approved  for  sizes  IVi",  2", 
2V2",  and  3",  manufactured  by  Crosby 
Valve  &  Gage  Co.,  Wrentham,  Mass. 
02093,  effective  January  5,  1973.  (It  su¬ 
persedes  Approval  No.  162.001/229/0 
dated  February  27, 1968.) 

Approval  No.  162.001/230/0,  Style  HC- 
MS-36  carbon  steel  body  pop  safety  valve, 
nozzle  type,  exposed  spring,  fitted  with 
spring  cover,  775  p.s.l.  primary  service 
pressure  rating,  750“  F.  maximiun  tem¬ 
perature,  approved  for  sizes  IV2",  2", 
2*4",  and  3",  manufactured  by  CTrosby 
Valve  &  Gage  Co.,  Wrentham,  Mass, 
02093,  effective  January  5,  1973.  (It  su¬ 
persedes  Approval  No.  162.001/230/0 
dated  February  27, 1968.) 

Approval  No.  162.001/233/0,  Style  HC- 
MS-65  carbon  steel  body  pop  safety  valve, 
nozzle  t3T)e,  exposed  spring  fitted  with 
spring  cover,  1,500  p.s.l.  primary  service 
pressure  rating,  675"  F.  maximum  tem¬ 
perature  with  standard  inlet  flange;  1,480 
p.s.l.  primary  service  pressure  rating; 
675“  F.  maximum  temperature  with  op¬ 
tional  Inlet  flange,  approved  for  sizes 
l‘/4".  2",  2  Vi",  and  3",  manufactured  by 
Crosby  Valve  &  Gage  Co.,  Wrentham, 
Mass.  02093,  effective  January  5, 1973.  (It 
supersedes  Approval  No.  162.001/233/0 
dated  February  27, 1968.) 

Approval  No.  162.001/234/0,  Style  HC- 
MS-66  carbon  steel  body  pop  safety  valve, 
nozzle  type,  exposed  spring  fitted  with 
spring  cover,  1,500  p.sJ.  primary  service 
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pressure  rating,  750*  F.  maximum  tem¬ 
perature  with  standard  inlet  flange;  1,275 
p.s.i.  primary  service  pressure  rating, 
750®  P.  maximum  temperature  with  op¬ 
tional  inlet  flange,  approved  for  sizes 
IV2'',  2”,  2V2".  and  3",  manufactured  by 
Crosby  Valve  &  Gage  Co.,  Wrentham, 
Mass.  02093,  effective  January  5, 1973.  (It 
supersedes  Approval  No.  162.001/234/0 
dated  February  27, 1968.) 

Approval  No.  162.001/235/0,  Style  HCA- 
MS-37  alloy  steel  body  pop  safety  valve, 
nozzle  type,  exposed  spring  fitted  with 
spring  cover,  700  p.s.l.  primary  service 
pressure  rating,  900®  P.  maximiun  tem¬ 
perature  with  standard  inlet  flange;  775 
p.s.i.  primary  service  pressure  rating, 
900®  F.  maximum  temperature  with  op¬ 
tional  inlet  flange,  approved  for  sizes 
IV2”,  2",  2‘/2''.  and  3”,  manufactured  by 
Crosby  Valve  &  Gage  Co.,  Wrentham, 
Mass.  02093,  effective  January  5, 1973.  (It 
supersedes  Approval  No.  162.001/235/0 
dated  February  27, 1968.) 

Approval  No.  162.001/236/0,  Style 
HCA-MS-38  alloy  steel  body  pop  safety 
valve,  nozzle  type,  exjiosed  spring  fitted 
with  spring  cover,  400  p.s.l.  primary  serv¬ 
ice  pressure  rating,  1,050®  P.  maximum 
temperature  with  standard  inlet  flange; 
595  p.s.1.  primary  service  pressure  rating, 
1,050®  P.  maximum  temperature  with  op¬ 
tional  inlet  flange,  approved  for  sizes 
IV2",  2",  2‘/2'',  and  3",  manufactured  by 
Crosby  Valve  &  Gage  Co.,  Wrentham, 
Mass.  02093,  effective  January  5,  1973. 
(It  supers^es  Approval  No.  162.- 
001/236/0  dated  February  27,  1968.) 

Approval  No.  162.001/239/0,  Style 
HCA-MS-67  alloy  steel  body  pop  safety 
valve,  nozzle  tjrpe,  exposed  spring  fitted 
with  spring  cover,  1,500  p.s.l.  primary 
service  pressure  rating,  900®  F.  maximum 
temp>erature  with  standard  inlet  flange; 
1,050  p.s.1.  primary  service  pressiu’e  rat¬ 
ing,  900®  P.  maximum  temperature  with 
optional  inlet  flange,  approved  for  sizes 
IV2",  2",  2V2”,  and  3",  manufactured 
by  Crosby  Valve  &  Gage  Co.,  Wrentham, 
Mass.  02093,  effective  January  5,  1973. 
(It  supers^es  Approval  No.  162.- 
001/239/0  dated  February  27,  1968.) 

Approval  No.  162.001/240/0,  Style 
HCA-MS-68  alloy  steel  body  pop  safety 
valve,  nozzle  type,  exposed  spring  fitted 
with  spring  cover,  995  p.s.1.  primary  serv¬ 
ice  pressure  rating,  1,050®  P.  maximum 
temperature  with  standard  inlet  flange; 
595  p.s.1.  primary  service  pressure  rating, 
1,050®  F.  maximum  temperature  with  op¬ 
tional  inlet  flange,  approved  for  sizes 
IV2",  2",  2V2".  and  3”,  manufactured  by 
Crosby  Valve  &  Gage  Co.,  Wrentham, 
Mass.  02093,  effective  January  5,  1973. 
(It  supersedes  Approval  No.  162.- 
001/240/0  dated  February  27,  1968.) 

Approval  NO/  162.001/248/0,  Style 
HS-MS-15  carbon  steel  body  pop  safety 
valve,  flanged  nozzle  type,  exposed  spring 
fitted  with  spring  cover,  300  p.s.1.  primary 
service  pressure  rating,  650®  F.  maximum 
temperature  with  standard  inlet  flange; 
120  p.s.l.  primary  service  pressure  rating, 
650®  F.  maximum  temperature  with  op¬ 
tional  inlet  flange,  approved  for  sizes 
IV2".  2",  2V2’',  3",  and  4",  manufac¬ 
tured  by  Crosby  Valve  &  Gage  Co.. 
Wrentham,  Mass.  02093,  effective  Janu¬ 


ary  5,  1973.  (It  supersedes  Approval  No. 
162.001/248/0  dated  February  27,  1968.) 

Approval  No.  162.001/249/0,  Style 
HS-MS-16  carbon  steel  pop  safety  valve, 
flanged  nozzle  tsrpe,  exposed  spring  fit¬ 
ted  with  spring  cover,  300  p.s.1.  primary 
service  pressure  rating,  750®  F.  maximum 
temperature  with  standard  inlet  flange, 
100  p.s.1.  primary  service  pressure  rating, 
750®  F.  maximum  temperature  with  op¬ 
tional  inlet  flange,  approved  for  sizes 
IV2".  2",  2 Vi",  3",  and  4",  manufac¬ 
tured  by  Crosby  Valve  &  Gage  Co.,  Wren¬ 
tham,  Mass.  02093,  effective  January  5, 
1973.  (It  supersedes  Approval  No.  162.- 
001/249/0  dated  February  27,  1968.) 

Approval  No.  162.001/250/0,  Style 
HSA-MS-17  alloy  steel  body  pop  safety 
valve,  flanged  nozzle  type,  exposed  spring 
fitted  with  spring  cover,  300  p.s.i.  pri¬ 
mary  service  pressure  rating,  900®  F. 
maximum  temperature  with  standard 
inlet  flange;  70  p.s.1.  primary  service  pres¬ 
sure  rating,  900*  F.  maximiun  tempera¬ 
ture  with  optional  inlet  flange,  approved 
for  sizes  IVi",  2",  2 Vi",  3",  and  4", 
manufactured  by  Crosby  Valve  &  Gage 
Co.,  Wrentham  Mass.  02093,  effective 
January  5,  1973.  (It  supersedes  Approval 
No.  162.001/250/0  dated  February  27, 
1968.) 

Approval  No.  162.001/251/0,  Style  HS- 
MS-45  carbon  steel  body  pop  safety 
valve,  flanged  nozzle  type,  exposed 
spring  fitted  with  spring  cover,  900  pjs.i. 
primary  service  pressure  rating,  650®  F. 
maximum  temperature,  approved  for 
sizes  IVi",  2",  2 Vi",  3",  and  4",  manu¬ 
factured  by  Crosby  Valve  &  Gage  Co., 
Wrentham,  Mass.  02093,  effective  Janu¬ 
ary  5,  1973.  (It  supersedes  Approval  No. 
162.001/251/0  dated  February  27,  1968.) 

Approval  No.  162.001/252/0,  Style  HS- 
MS-46  carbon  steel  body  pop  safety 
valve,  flanged  nozzle  type,  exposed  spring 
fitted  with  spring  cover,  900  p.s.i.  pri¬ 
mary  service  pressure  rating,  750®  F. 
maximum  temperature  with  standard 
inlet  flange;  850  p.s.i.  primary  service 
pressure  rating,  750®  F.  maximum  tem¬ 
perature  with  optional  inlet  flange,  ap¬ 
proved  for  sizes  IVi",  2",  2Vi",  3",  and 
4",  manufactured  by  Crosby  Valve  & 
Gage  Co.,  Wrentham,  Mass.  02093,  ef¬ 
fective  January  5,  1973.  (It  supersedes 
Approval  No.  162.001/252/0  dated  Febru¬ 
ary  27,  1968.) 

Approval  No.  162.001/253/0,  Style 
HSA-MS-47  alloy  steel  body  pop  safety 
valve,  flanged  nozzle  type,  exposed  spring 
fitted  with  spring  cover,  900  p.s.1.  primary 
service  pressure  rating,  900®  F.  maxi¬ 
mum  temperature  with  standard  inlet 
flange;  700  p.s.1.  primary  service  pressure 
rating.  900®  F.  maximum  temperature 
with  optional  inlet  flange,  approved  for 
sizes  1V4",  2",  2V2”,  3",  and  4",  manu¬ 
factured  by  Crosby  Valve  &  Gage  Co., 
Wrentham,  Mass.  02093,  effective  Janu¬ 
ary  5.  1973.  (It  supersedes  Approval  No. 
162.001/253/0  dated  February  27,  1968.) 

Approval  No.  162.001/254/0,  Style 
HSA‘-MS-48  alloy  steel  body  pop  safety 
valve,  flanged  nozzle  type,  exposed  spring 
fltted  with  spring  cover,  900  p.s.1.  primary 
service  pressure  rating,  1,020®  F.  maxi¬ 
mum  temperature  with  standard  inlet 
flange,  approved  for  sizes  1^2",  2",  and 


214",  700  p.s.i.  primary  service  pressure 
rating,  1,020®  F.  maximum  temperature 
with  standard  inlet  flange,  approved  for 
sizes  3"  and  4",  465  p.s.i.  primary  service 
pressure  rating.  1,020®  F.  maximum  tem¬ 
perature  with  optional  inlet  flange,  ap¬ 
proved  for  sizes  IV2''.  2",  2‘/4",  3",  and 
4",  manufactured  by  Crosby  Valve  & 
Gage  Co.,  Wrentham,  Mass,  02093,  ef¬ 
fective  January  5,  1973.  (It  supersedes 
Approval  No.  162.001/254/0  dated  Febru¬ 
ary  27,  1968.) 

Fire  Extinguishing  Systems,  Foam  Type 

Approval  No.  162.033/2/1,  National 
Aer-O-Foam  Marine  Foam  Fire  Extin¬ 
guishing  Systems  with  Aer-O-Foam 
Liquid  3  percent  Regular,  Instruction 
Sheet  626A  revised  January  27,  1970, 
manufactured  by  National  Foam  System, 
Inc.,  Union  and  Adam  Streets,  West 
Chester,  Pa.  19380,  effective  January  3, 
1973.  (It  is  an  extension  of  Approval  No. 
162.033/2/1  dated  March  26,  1968.) 

Fire  Extinguishing  Systems,  Water 
Spray  Type 

Approval  No.  162.036/1/0,  Akron  Fog- 
hed  Systems,  water  spray  type  Are  ex¬ 
tinguishing  systems,  for  tank  vessel 
pump  rooms,  Foghed  Models  1"  BM-54, 
1"  DM-24,  Ms"  BM-15.  *4''  5DM-34.  and 
V2”  DM-15,  typical  system  drawing 
No.  D-6636,  Rev.  C,  dated  March  6,  1962, 
manufactured  by  Akron  Brass  Co.,  Post 
Office  Box  86,  Wooster,  OH  44691,  effec¬ 
tive  January  3,  1973.  (It  is  an  extension 
of  Approval  No.  162.036/1/0  dated 
March  20,  1968.) 

Approval  No.  162.036/2/0,  Bete  water 
spray  system  for  tank  vessel  pump 
rooms,  nozzle  Model  Nos.  N3S,  N3WS, 
N5S,  and  N5WS,  layout  drawing 
Nos.  4S-453-B,  4S-454-B.  4S-455-B. 

and  4S-456-B,  all  revised  May  5,  1958, 
manufactured  by  Bete  Fog  Nozzle,  Inc., 
309  Wells  Street,  Greenfield.  MA  01301, 
effective  January  3, 1973.  (It  is  an  exten¬ 
sion  of  Approval  No.  162.036/2/0  dated 
March  20,  1968.) 

Incombustible  Materials  for 
Merchant  Vessels 

Approval  No.  164.009/37/0,  “Foster  In¬ 
sulfas  Sealer  31-26”  composition  type  in¬ 
combustible  material  consisting  solely  of 
Foster  31-26  Noncombustible  Coating 
and  Sealfas  Open  Weave  Glass  Cloth, 
identical  to  that  referred  to  in  National 
Bureau  of  Standards  Test  Report  No. 
TG10210-1974:FP3363.  dated  AprU  30, 
1956,  formerly  “Fiberseal”;  also  formerly 
“Foster  Fiberseal  Sealer,”  manufactured 
by  Foster  Division,  Amchem  Products, 
Inc.,  Ambler,  Pa.  19002,  formerly  Benja¬ 
min  Foster  Co.,  effective  December  26, 
1972.  (It  supersedes  Approval  No.  164.- 
009/37/0  dated  June  5,  1969,  to  show 
change  of  name  of  manufacturer.) 

Approval  No.  164.009/78/0,  “Foster  In¬ 
sulfas  Adhesive  81-15”  composition  type 
incombustible  material,  identical  to  that 
referred  to  in  National  Bureau  of  Stand¬ 
ards  Test  Report  No.  TG10210-2107: 
FR3634  dated  December  3,  1963,  manu¬ 
factured  by  Foster  Division,  Amchem 
Products,  Inc.,  Ambler,  Pa.  19002,  for¬ 
merly  Benjamin  Poster  Co.,  effective  De¬ 
cember  26,  1972.  (It  supersedes  Approval 
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No.  164.009/78/0  dated  June  5.  1969,  to 
show  change  of  name  of  manufacturer.) 

Approval  No.  164.009/80/0,  Foster  In¬ 
sulfas  Coating  31-30,  composition  type 
Incombustible  material,  identical  to  that 
referred  to  in  National  Bureau  of  Stand¬ 
ards  Test  Report  No.  TG10210-2109; 
FR3636  dated  May  11,  1964,  manu¬ 
factured  by  Foster  Division,  Amehem 
Products,  Inc.,  Ambler,  Pa.  19002,  for¬ 
merly  Benjamin  Poster  Co.,  effective 
December  26.  1972.  (It  supersedes  Ap¬ 
proval  No.  164.009/80,  0  dated  June  5, 
1969,  to  show  change  of  name  of  manu¬ 
facturer.) 

Interior  Finishes  for  Merchant  Vessels 

Approval  No.  164.012/5/0,  CCC-W- 
408a.  Type  n,  medium  weight  coated. 
Quality  V-275,  UL  Serial  A  34741,  vinyl- 
coated  fabric  wall  covering  (Vlcrtex),  to 
be  applied  with  manufacturer’s  adhesive 
F1460W,  manufactured  by  L.  E.  Carpen¬ 
ter  &  Co.,  Wharton,  N.J.  07885.  effective 
January  2.  1973. 

Approval  No.  164.012/6/0,  CCC-W- 
408a.  Type  I,  light  weight  coated.  Quality 
V-152,  DL  serial  A  34740,  vinyl-coated 
fabric  wall  covering  (Vlcrtex) ,  to  be  ap¬ 
plied  with  manufacturer’s  adhesive 
P1460W,  manufactured  by  L.  E.  Car¬ 
penter  k  Co.,  Wharton,  N.J.  07885,  effec¬ 
tive  January  2,  1973. 

Approval  No.  164.012/7/0,  CCC-W- 
408a,  Type  I,  lightweight  laminate.  Qual¬ 
ity  VW-73  (L) .  UL  Serial  P  22215,  vinyl- 
coated  fabric  wall  covering  (Vlcrtex) .  to 
be  applied  with  manufactiu%r’s  adhesive 
F1460W,  manufactured  by .  L.  E.  Car¬ 
penter  k  Co.,  Wharton,  N.J.  07885,  effec¬ 
tive  January  2,  1973. 

Approval  No.  164.012/8/0,  CCC-W- 
408a,  Type  I,  lightweight  laminated  plus 
tedlar,  QuaUty  VR-74  (R),  UL  Serial  P 
9531,  vinyl-coated  fabric  wan  covering 
(Vlcrtex)  to  be  applied  with  manu¬ 
facturer’s  adhesive  F1460W.  manu¬ 
factured  by  L.  E.  Carpenter  k  Co., 
Wharton,  N.J.  07885,  effective  January  2, 
1973. 

Approval  No.  164.012/9/0,  CCC-W- 
408a,  Type  L  lightweight  coated  plus 
tedlar.  Quality  VT-154,  UL  Serial  P  9532, 
vinyl-coated  fabric  waU  covering  (Vicr- 
tex),  to  be  applied  with  manufacturer’s 
adh^ve  F1460W,  manufactured  by  L.  E. 
Carpenter  li  Co.,  Wharton,  N.J.  07885,  ef¬ 
fective  January  2,  1973. 

Dated:  February  15,  1973. 

G.  H.  Read, 

Captain,  U.S.  Coast  Guard,  Act¬ 
ing  Chief,  Office  of  Merchant 
Marine  Safety. 

JFR  Doc.73-3449  Piled  2-23-73;8:45  am] 
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EQUIPMENT,  CONSTRUCTION.  AND 
MATERIALS 

Termination  of  Approval  Notice 

1.  Certain  laws  and  regulations  (46 
CFR  Ch.  I)  require  that  various  items  of 
lifesaving,  firefighting,  and  miscella¬ 
neous  equipment,  construction,  and  ma¬ 
terials  used  on  board  vessels  subject  to 
Coast  Guard  Inspection,  on  certain 


motorboats  and  other  recreational  ves¬ 
sels.  and  on  the  artificial  Islands  and 
fixed  structures  on  the  Outer  Continen¬ 
tal  Shelf  be  of  types  iqsproved  by  the 
Commandant,  U.S.  Coast  Guard.  The 
purpose  of  this  document  is  to  notify  all 
interested  persons  that  certain  i4>prov- 
als  have  been  terminated  as  her^n  de¬ 
scribed  during  the  period  from  Octo¬ 
ber  31,  1972,  to  January  2,  1973  (List  No. 
1-73).  These  actions  were  taken  in  ac¬ 
cordance  wit  the  procedures  set  forth 
in  46  CFR  2.75-1  to  2.75-50. 

2.  The  statutory  authority  for  equip¬ 
ment,  construction,  and  material  ap- 
provi^  Is  generally  set  forth  In  sections 
367,  375,  390b.  416,  481,  489,  526p,  and 
1333  of  title  46,  United  States  Code,  sec¬ 
tion  1333  of  title  43,  United  States  Code, 
and  section  198  of  title  50.  United  States 
Code.  The  Secretary  of  Transportation 
has  delegated  authority  to  the  Com¬ 
mandant,.  U.S.  Coast  Guard  with  respect 
to  these  approvals  (49  CFR  1.46(b) ) .  The 
sp>ecifications  prescribed  by  the  Com¬ 
mandant,  U.S.  Coast  Guard  for  certain 
types  of  equipment,  construction,  and 
materials  are  set  forth  In  46  CFR  Parts 
160  to  164. 

3.  Notwithstanding  the  termination 
of  approval  listed  in  this  document,  the 
equipment  affected  may  be  used  as  long 
as  it  remains  in  good  and  serviceable 
condition. 

Lifeboats 

The  Marine  Safety  Equipment  Corp., 
foot  of  Wycoff  Road,  Farmlngdale,  N.J. 
07727,  Approval  No.  160.035/279/2  ex¬ 
pired  and  was  terminated  effective  No¬ 
vember  30, 1972. 

The  Marine  Safety  Equipment  Corp., 
foot  of  Wycoff  Road,  Farmlngdale,  N.J. 
07727,  Approval  No.  160.035/442/1  ex¬ 
pired  and  was  terminated  effective  Octo¬ 
ber  31.  1972. 

Buoyant  Vests,  Kapok,  or  Fibrous  Glass 

The  Crawford  Manufacturing  Co., 
Inc.,  ’Third  and  Decatur  Streets,  Rich¬ 
mond,  Va.  23212  and  12th  and  Graham 
Streets,  Emporia,  Kans.  66801,  no  longer 
manufactures  certain  kapok  buoyant 
vests  for  Montgomery  Ward  &  Co.,  Inc., 
Post  OfiSce  Box  8339,  CThlcago,  IL  60680 
and  Approval  Nos.  160.047/333/0,  160.- 
047/334/0,  and  160.047/335/0  were  there¬ 
fore  terminated  effective  January  2, 1973. 

The  Steams  Manufacturing  Co.,  Divi¬ 
sion  Street  at  30th,  St.  Cloud,  Minn. 
56301,  no  longer  manufactures  certain 
kapok  buoyant  vests  and  Approval  Nos. 
160.047/351/0,  160.047/352/0,  and  160.- 
047/353/0  were  therefore  terminated 
effective  January  2. 1973. 

The  Elvln  Salow  Co.,  273-285  Congress 
Street,  Boston,  MA  02210,  no  longer 
manufactures  certain  kapok  buoyant 
vests  and  Approval  Nos.  160.047/354/0, 
160.047/355/0,  and  160.047/356/0  were 
therefore  terminated  effective  January  2, 
1973. 

The  Atlantic-Pacific  Manufacturing 
Corp.,  124  Atlantic  Avenue,  Brooklyn,  NY 
11201,  no  longer  manufactures  certain 
kapok  buoyant  vests  for  Nautical  Prod¬ 
ucts,  Inc.,  130  Atlantic  Avenue,  Brooklyn, 
NY  11201  and  Approval  Nos.  160.047/ 


460/0,  160.047/461/0,  and  160.047/462/0 
were  therefore  terminated  effective  Jan¬ 
uary  2, 1973. 

The  Atlantic-Pacific  Manufacturing 
Corp.,  124  Atlantic  Avenue,  Brooklyn,  NY 
11201,  no  longer  manufactures  certain 
kapok  buoyant  vests  for  Herter’s,  Inc., 
Waseca,  Minn.  56093  and  Approval  Nos. 
160.047/511/0,  160.047/512/0,  and  160.- 
047/513/0  were  therefore  terminated 
effective  January  2, 1973. 

The  Safegard  Corp.,  Box  66,  Station  B, 
(Cincinnati,  OH  45214,  no  longer  manu¬ 
factures  certain  kapok  buoyant  vests  for 
Life  Products  Co.,  930  York  Street,  Cin¬ 
cinnati,  OH  45214  and  Approval  Nos. 
160.047/514/0,  160.047/515/0,  and  160.- 
047/516/0  were  therefore  terminated 
effective  January  2,  1973. 

The  Crawford  Manufactiuing  Co.,  Inc., 
Third  and  Decatur  Streets,  Richmond, 
Va.  23212  and  12th  and  Graham  Streets, 
Eknporia,  Kans.  66801,  no  longer  manu¬ 
factures  certain  kapok  buoyant  vests  for 
The  Bowman  Products  Di(^ion,  Associ¬ 
ated  Spring  Corp.,  850  East  72d  Street, 
Cleveland,  OH  44103  and  Approval  Nos. 
160.047/535/0,  160.047/536/0,  and  160.- 
047/537/0  were  therefore  terminated 
effective  January  2,  1973. 

The  Billy  Boy  Products,  Inc.,  Quincy, 
Mich.  49082,  no  longer  manufactures 
certain  kapok  buoyant  vests  for  Sears, 
Roebuck  and  Co.,  925  South  Homan  Ave¬ 
nue,  Chicago,  Hi  60607  and  Approval  Nos. 
160.047/548/0  and  160.047/549/0  were 
therefore  terminated  effective  Decem¬ 
ber  27, 1972. 

The  Parkway  Manufacturing  Co.,  sub¬ 
sidiary  of  Ch-awford  Manufacturing  Co., 
Inc.,  Third  and  Decatur  Streets,  Rich¬ 
mond,  Va.  23212,  and  12th  and  Graham 
Streets,  Emporia,  Kans.  66801,  no  longer 
manufactures  certain  kapok  buoyant 
vests  and  Approval  Nos.  160.047/550/0, 
160.047/551/0,  and  160.047/552/0  were 
therefore  terminated  effective  Decem¬ 
ber  27, 1972. 

The  Elvin  Salow  Co.,  273-285  Congress 
Street,  Boston,  MA  02210,  no  longer 
manufactures  certain  kapok  buoyant 
vests  for  West  Products  Co.,  Post  OfiBce 
Box  707,  Newark,  NJ  07101  and  Approval 
Nos.  160.047/562/0,  160.047/563/0,  and 
160.047/564/0  were  therefore  terminated 
effective  January  2, 1973. 

The  Crawford  Manufactiuing  Co.,  Inc., 
Third  and  Decatur  Streets,  Richmond, 
Va.  23212  and  12th  and  Graham  Streets, 
Emporia.  Kans.  66801,  no  longer  manu¬ 
factures  certain  kapok  buoyant  vests  for 
J.  C.  Penney  Co.,  Inc.,  1301  Avenue  of 
the  Americas,  New  York,  NY  10019  and 
Approval  No.  160.047/571/0  was  there¬ 
fore  terminated  effective  January  2, 1973. 

The  Steams  Manufacturing  Co.,  Divi¬ 
sion  Street  at  30th,  St.  Cloud,  Minn. 
56301,  no  longer  manufactures  certain 
kapok  buoyant  vests  and  Approval  No. 
160.047/595/0  was  therefore  terminated 
effective  January  2, 1973. 

The  Stearns  Manufacturing  Co.,  Divi¬ 
sion  Street  at  30th,  St.  Cfioud,  Minn. 
56301,  no  longer  manufactures  certain 
kapok  buoyant  vests  and  Approval  Nos, 
160.047/596/0  and  160.047/597/0  were 
therefore  terminated  effective  Decem¬ 
ber  27,  1972. 


FEDERAL  REGISTER,  VOL.  38,  NO.  37— MONDAY,  FEBRUARY  26,  1973 


NOTICES 


5227 


The  Tapatco,  Inc.,  Post  Office  Box  49, 
Fairfield,  CA  94533,  no  longer  manufac¬ 
tures  certain  kapok  buoyant  vests  for 
J.  C.  Penney  Co.,  Inc.,  1301  Avenue  of 
the  Americas,  New  York,  NY  10019  and 
Approval  Nos.  160.047/604/0,  160.047/ 
605/0,  and  160.047/606/0  were  therefore 
terminated  effective  January  2,  1973. 

The  Atlantic -Pacific  Manufacturing 
Corp.,  124  Atlantic  Avenue,  Brooklyn, 
NY  11201,  no  longer  manufactures  cer¬ 
tain  kapok  buoyant  vests  for  James  Bliss 
and  Co.,  Inc.,  Route  No.  128,  Dedham, 
Mass.  02026  and  Approval  Nos.  160.047/ 
616/0,  160.047/617/0,  and  160.047/618/0 
were  therefore  terminated  effective  Jan¬ 
uary  2,  1973. 

The  Outdoor  Supply  Co.,  Inc.,  Oxford, 
N.C.  27565,  no  longer  manufactures  cer¬ 
tain  kapok  buoyant  vests  for  J.  C.  Penney 
Co.,  Inc.,  1301  Avenue  of  the  Americas, 
New  York,  NY  10019  and  Approval  Nos. 
160.047/622/0,  160.047/623/0,  and  160.- 
047/624/0  were  therefore  terminated  ef¬ 
fective  January  2,  1973. 

The  Atlantic-Pacific  Manufacturing 
Corp.,  124  Atlantic  Avenue,  Brooklyn, 
NY  11201,  no  longer  manufactures  cer¬ 
tain  kapok  buoyant  vests  for  Boy  Scouts 
of  America,  Supply  Division,  North 
Brimswlck,  N.J.  08902  and  Approval  No. 
160.047/631/0  was  therefore  terminated 
effective  January  2, 1973. 

The  Elvin  Salow  Co.,  273-285  Congress 
Street,  Boston,  MA  02210,  no  longer 
manufactures  certain  kapok  buoyant 
vests  for  Wallace  Manufacturing  Co., 
273-285  Congress  Street,  Boston,  MA 
02210  and  Approval  Nos.  160.047/726/0, 
160.047/727/0,  and  160.047/728/0  were 
therefore  terminated  effective  January  2, 
1973. 

Buoyant  Vests,  Unicellular  Plastic 
Foam 

The  Steams  Manufacturing  Co.,  Divi¬ 
sion  Street  at  30th,  St.  Cloud,  Minn. 
56301,  no  longer  manufactures  certain 
unicellular  plastic  foam  buoyant  vests 
and  Approval  Nos.  160.052/7/0,  160.052/ 
8/0,  and  160.052/9/0  were  therefore 
terminated  effective  January  2,  1973. 

The  Safegard  Corp.,  Box  14037,  Post 
Office  Annex,  Cincinnati,  OH  45214,  no 
longer  manufactures  certain  unicellular 
plastic  foam  buoyant  vests  and  Approval 
Nos.  160.052/22/0,  160.052/23/0,  and 

160.052/24/0  were  therefore  terminated 
effective  January  2,  1973. 

The  Billy  Boy  Products,  Inc.,  Quincy, 
Mich.  49082,  no  longer  manufactures  cer¬ 
tain  unicellular  plastic  foam  buoyant 
vests  and  Approval  Nos.  160.052/28/0, 
160.052/29/0,  and  160.052/30/0  were 
therefore  terminated  effective  January  2, 
1C73. 

The  Centex  Corp.,  Carbondale,  Pa. 
18407,  no  longer  manufactures  certain 
unicellular  plastic  foam  buoyant  vests 
and  Approval  Nos.  160.052/46/0,  160.052/ 
48/0,  160.052/49/0,  160.052/50/0,  and 
160.052/87/0  were  therefore  terminated 
effective  January  2,  1973. 

The  Noble  Products  Co.,  Post  Office 
Box  329,  Caldwell,  OH  43724,  no  longer 
manufactures  certain  imicellular  plastic 
foam  buoyant  vests  and  Approval  Nos. 
160.052/98/0,  160.052/99/0,  and  160.052/ 


100/0  were  therefore  terminated  effective 
January  2,  1973. 

The  Tapatco,  Inc.,  Post  Office  Box  49, 
Fairfield,  CA  94533,  no  longer  manu¬ 
factures  certain  unicellular  plastic  foam 
buoyant  vests  for  Sears,  Roebuck  and 
Co.,  925  South  Homan  Avenue,  Chicago, 
Hj  60607,  and  Approval  No.  160.052/122/0 
was  therefore  terminated  effective  De¬ 
cember  27,  1972. 

The  Crawford  Manufacturing  Co.,  Inc., 
Third  and  Decatur  Streets,  Richmond, 
Va.  23212  and  12th  and  Graham  Streets, 
Emporia,  Kans.  66801,  no  longer  manu¬ 
factures  certain  unicellular  plastic  foam 
buoyant  vests  and  Approval  No.  160.052/ 
131/1  was  therefore  terminated  effective 
January  2,  1973. 

Dated:  February  15,  1973. 

O.  H.  Read, 

Captain,  U.S.  Coast  Guard,  Act¬ 
ing  Chief,  Office  of  Merchant 
Marine  Safety. 

(PR  Doc.73-3450  Piled  2-23-73:8:45  am] 
[COD  73-28  n( 

EQUIPMENT,  CONSTRUCTION,  AND 
MATERIALS 

Termination  of  Approval  Notice 

.  1.  Certain  laws  and  regulations  (46 
CFR  Ch.  I)  require  that  various  items  of 
lifesaving,  firefighting  and  miscellaneous 
equipment,  construction,  and  materials 
used  on  board  vessels  subject  to  Coast 
Guard  inspection,  on  certain  motorboats 
and  other  recreational  vessels,  and  on 
the  artificial  islands  and  fixed  structures 
on  the  outer  Continental  Shelf  be  of 
types  approved  by  the  Commandant,  U.S. 
Coast  Guard.  The  purpose  of  this  docu¬ 
ment  is  to  notify  all  interested  persons 
that  certain  approvals  have  been  termi¬ 
nated  as  herein  described  during  the 
period  from  December  22,  1972,  to  Jan¬ 
uary,  2,  1973  (List  No.  2-73).  These 
actions  were  taken  in  accordance  with 
the  procedures  set  forth  in  46  CFR  2.75-1 
to  2.75-50. 

2.  The  statutory  authority  for  equip¬ 
ment,  construction,  and  material  ap¬ 
provals  is  generally  set  forth  in  sections 
367,  375,  390b,  416,  481,  489,  526p,  and 
1333  of  title  46,  United  States  Code,  sec¬ 
tion  1333  of  title  43,  United  States  Code, 
section  198  of  title  50,  United  States 
Code.  The  Secretary  of  Transportation 
has  delegated  authority  to  the  Com¬ 
mandant,  U.S.  Coast  Guard  with  respect 
to  these  approvals  (49  CFR  1.46(b) ) .  The 
specifications  prescribed  by  the  Com¬ 
mandant,  UJ3.  CX>ast  Guard  for  certain 
types  of  equipment,  construction,  and 
materials  are  set  forth  in  46  CFR  Parts 
160  to  164. 

3.  Notwithstanding  the  termination  of 
approval  listed  In  this  document,  the 
equipment  affected  may  be  used  as  long 
as  it  remains  in  good  and  serviceable 
condition. 

Buoyant  Vests,  Unicellular  Plastic 
Foam 

The  Crawford  Manufacturing  Co., 
Inc.,  Third  and  Decatur  Streets,  Rich¬ 
mond,  Va.  23212  and  12th  and  Graham 


Streets,  Emporia,  Kans.  66801,  no  longer 
manufactures  certain  unicellular  plastic 
foam  buoyant  vests  and  Approval  Nos, 
160.052/132/1  and  160.052/133/1  were 
therefore  terminated  effective  January  2, 
1973. 

The  Atlantic-Pacific  Manufacturing 
Corp.,  124  Atlantic  Avenue,  Brooklyn,  NY 
11201,  no  longer  mlinufactures  certain 
unicellular  plastic  foam  buoyant  vests 
for  Nautical  Products,  Inc.,  130  Atlantic 
Avenue,  Brooklyn,  NY  11201  and  Ap¬ 
proval  Nos.  160.052/144/0,  160.052/145/0, 
and  160.052/146/0  were  therefore  termi¬ 
nated  effective  January  2, 1973. 

The  Crawford  Manufacturing  Co.,  Inc., 
Third  and  Decatur  Streets,  Richmond, 
Va.  23212  and  12th  and  Graham  Streets, 
Emporia,  Kans.  66801,  no  longer  manu¬ 
factures  certain  unicellular  plastic  foam 
buoyant  vests  for  Montgomery  Ward  & 
Co.,  Inc.,  Post  Office  Box  8339,  Chicago, 
IL  60680  and  Approval  Nos.  160.052/ 
150/0,  160.052/151/0,  and  160.052/152/0 
were  therefore  terminated  effective 
January  2, 1973. 

The  Ero  Manufacturing  Co.,  308  South 
William  Street,  Hazlehurst,  GA  31539, 
no  longer  manufactures  certain  unicel¬ 
lular  plastic  foam  buoyant  vests  and 
Approval  Nos.  160.052/153/0,  160.052/ 
154/0,  and  160.052/155/0  were  therefore 
terminated  effective  January  2,  1973. 

The  Elvin  Salow  Co.,  273-285  Congress 
Street,  Boston,  MA  02210,  no  longer  man¬ 
ufactures  certain  unicellular  plastic  foam 
buoyant  vests  and  Approval  Nos.  160.052/ 
168/0,  160.052/169/0,  and  160.052/170/0 
were  therefore  terminated  effective  Jan¬ 
uary  2, 1973. 

The  Billy  Boy  Products,  Inc.,  Quincy, 
Mich.  49082,  no  longer  manufactures 
certain  imicellular  plastic  foam  buoyant 
vests  and  Approval  No.  160.052/189/0  was 
therefore  terminated  effective  January  2, 
1973. 

The  Billy  Boy  Products,  Inc.,  Quincy, 
Mich.  49082,  no  longer  manufactures  cer¬ 
tain  unicellular  plastic  foam  buoyant 
vests  for  Sears,  Roebuck  and  Co.,  925 
South  Homan  Avenue,  Chicago,  IL  60607 
and  Approval  Nos.  160.052/215/0,  160.- 
053/216/0,  160.052/217/0,  and  160.052/ 
218/0  were  therefore  terminated  effective 
December  27, 1972. 

The  Crawford  Manufacturing  Co.,  Inc., 
Third  and  Decatur  Streets,  Richmond, 
Va.  23212,  no  longer  manufactures  cer¬ 
tain  unicellular  plastic  foam  buoyant 
vests  and  Approval  Nos.  160.052/226/1 
and  160.052/227/1  were  therefore  termi¬ 
nated  effective  January  2,  1973. 

The  Gentex  Corp.,  Carbondale,  Pa. 
18407,  no  longer  manufactures  certain 
unicellular  plastic  foam  buoyant  vests 
and  Approval  Nos.  160.052/231/0,  160.- 
052/232/0,  and  160.052/233/0  were  there¬ 
fore  terminated  effective  January  2, 
1973. 

The  Parkway  Manufacturing  Co.,  sub¬ 
sidiary  of  Crawford  Manufacturing  Co., 
Inc.,  Third  and  Decatur  Streets,  Rich¬ 
mond,  Va.  23212  and  12th  and  Graham 
Streets,  Emporia,  Kans.  66801,  no  longer 
manufactures  certain  unicellular  plastic 
foam  buoyant  vests  and  Approval  Nos. 
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160.052/240/1,  160.052/241/1,  and  160.- 
052/242/1  were  therefore  terminated  ef¬ 
fective  December  22, 1972. 

The  Noble  Products  C?o.,  Caldwell,  Ohio 
43724,  no  longer  manufactures  certain 
unicellular  plastic  foam  buoyant  vests 
and  Approval  Nos.  160.052/286/0,  160.- 
052/287/0,  and  160.052/288/0  were  there¬ 
fore  terminated  effective  January  2, 1973. 

The  Ero  Manufacturing  Co.,  Hazle- 
hiu^t,  Ga.  31539,  no  longer  manufactures 
certain  unicellular  plastic  foam  buoyant 
vests  for  Sears,  Roebuck  and  Co.,  925 
South  Homan  Avenue,  Chicago,  IL  60607 
and  Approval  Nos.  160.052/295/0,  160.- 
052/296/0,  and  160.052/297/0  were  there¬ 
fore  teiTOinated  effective  January  2, 1973. 

The  Carlon  Rubber  Products  Co.,  1 
New  Haven  .Avenue,  Derby,  CT  06418, 
no  longer  manufactures  certain  unicellu¬ 
lar  plastic  foam  buoyant  vests  for  Miltco 
Products  Corp.,  139  Emerson  Place, 
Brooklyn.  NY  11205  and  Approval  Nos. 
160.052/322/0,  160.052/323/0,  and  160.- 
052/324/0  were  therefore  terminated  ef¬ 
fective  January  2, 1973. 

The  Goodenow  Manufacturing,  1301 
West  18th  Street.  Erie  PA  16502,  no 
longer  manufactiu^  certain  unicellular 
plastic  foam  buoyant  vests  for  Miltco 
Products  Corp.,  139  Emerson  Place, 
Brooklyn,  NY  11205  and  Approval  Nos, 
160.052/334/0,  160.052/335/0,  and  160.- 
052/336/0  were  therefore  terminated  ef¬ 
fective  January  2, 1973. 

The  Texas  Water  Crafters,  Post  OfiBce 
Drawer  539,  Wichita  Palls,  TX  76307,  no 
longer  manufactures  certain  unicellular 
plastic  foam  buoyant  vests  and  Approval 
No.  160.052/340/0  was  therefore  termi¬ 
nated  effective  January  2,  1973. 

The  Ero  Manufacturing^Co.,  308  South 
Williams  Street,  Hazlehurst,  GA  31539, 
no  longer  manufactures  certain  unicellu¬ 
lar  plastic  foam  buoyant  vests  for  Sears, 
Roebuck  and  Co.,  925  South  Homan  Ave¬ 
nue,  Chicago,  IL  60607  and  Approval  Nos. 
160.052/341/0,  160.052/342/0  and  160.- 
052/343/0  were  therefore  terminated  ef¬ 
fective  January  2, 1973. 

The  Atlantic-Pacific  Manufacturing 
Corp.,  124  Atlantic  Avenue,  Brooklyn, 
NY  11201,  no  longer  manufactures  cer¬ 
tain  tmicellular  plastic  foam  buoyant 
vests  and  Approval  Nos.  160.052/344/0, 
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160.052/345/0,  and  160.052/346/0  were 
therefore  terminated  effective  Decem¬ 
ber  27,  1972. 

The  Texas  Water  Crafters.  Post  Office 
Drawer  539,  Wichita  Falls,  TX  76307,  no 
longer  manufactures  certain  imlcellular 
plastic  foam  buoyant  vests  for  Buddy 
Schoellkopf  Products,  Inc.,  4100  Plati¬ 
num  Way,  Dallas,  TX  75237  and  Ap¬ 
proval  No.  160.052/350/0  was  therefore 
terminated  effective  January  2,  1973. 

The  Texas  Water  Crafters.  Post  Office 
Drawer  539,  Wichita  Fsdls,  TX  76307,  no 
longer  manufactures  certain  unicellular 
plastic  foam  buoyant  vests  for  Red  Head 
Brand  Corp.,  Post  Office  Box  No.  10956, 
1348  Manufacturing  Street,  Dallas,  TX 
75207  and  Approval  No.  160.052/351/0 
was  therefore  terminated  effective  Jan¬ 
uary  2.  1973. 

The  Texas  Water  Crafters,  Post  Office 
Drawer  539,  Wichita  Falls.  TX  76307,  no 
longer  manufactures  certain  unicellular 
plastic  foam  buoyant  vests  for  Hurts- 
boro  Oak  Flooring  Co.,  Inc.,  Hurtsboro, 
Ala.  36860  and  Approval  No.  160.052/ 
352/0  was  therefore  terminated  effective 
January  2,  1973. 

The  Billy  Boy  Products,  Inc.,  Quincy, 
Mich.  49082,  no  longer  manufactures 
certain  unicellular  plastic  foam  buoyant 
vests  and  Approval  No.  160.052/356/0  was 
therefore  terminated  effective  January  2, 
1973. 

The  Billy  Boy  Products,  Inc.,  Quincy, 
Mich.  49082,  no  Icmger  manufactures 
certain  imlcellular  plastic  foam  buoyant 
vests  and  Approval  Nos.  160.052/357/0 
and  160.052/358/0  were  therefore  termi¬ 
nated  effective  December  27,  1972. 

The  Tapatco,  Inc.,  Post  Office  Box  49, 
Fairfield,  CA  94533,  no  longer  manufac¬ 
tures  certain  unicellular  plastic  foam 
buoyant  vests  for  Outdoor  Supply  Co., 
Inc.,  Oxford,  N.C.  27565  and  Approval 
Nos.  160.052/362/0,  160.052/363/0,  and 
160.052/364/0  were  therefore  terminated 
effective  December  27,  1972. 

The  Style-Crafters,  Inc.,  Post  Office 
Box  8277,  Station  A,  Greenville,  SC 
29604,  no  longer  manufactures  certain 
unicellular  plastic  foam  buoyant  vests 
and  Approvals  Nos.  160.052/390/0,  160.- 
052/391/0,  and  160.052/392/0  were  there¬ 
fore  terminated  effective  January  2, 1973. 


Tlie  Crawford  Manufacturing  Co., 
Inc.,  Third  and  Decatur  Streets,  Rich¬ 
mond,  Va.  23212,  no  longer  manufactures 
certain  unicellular  plastic  foam  buoyant 
vests  and  Approval  No.  160.052/399/1  was 
therefore  terminated  effective  January  2, 
1973. 

The  Crawford  Manufacturing  Co.,  Inc., 
Third  and  Decatur  Streets,  Richmond, 
Va.  23212,  no  longer  manufactures  cer¬ 
tain  unicellular  plastic  foam  buoyant 
vests  for  Montgomery  Ward  &  Co.,  Inc., 
Post  Office  Box  8339,  Chicago,  IL  60680 
and  Approval  No.  160.052/400/1  was 
therefore  terminated  effective  January  2, 
1973. 

The  Atlantic-Pacific  Manufacturing 
Corp.,  124  Atlantic  Avenue,  Brooklyn, 
NY  11201,  no  longer  manufactures  cer¬ 
tain  unicellular  plastic  foam  buoyant 
vests  for  Boy  Scouts  of  America,  Supply 
Division,  North  Brunswick,  N.J.  08902 
and  Approval  No.  160.052/410/0  was 
therefore  terminated  effective  January  2, 
1973. 

Buoyant  Vests,  Unicellular  Poly¬ 
ethylene  Foam,  Adult  and  Child 

The  Crawford  Manufacturing  Co.,  Inc., 
Third  and  Decatur  Streets,  Richmond, 
Va.  23212  and  12th  and  Graham  Streets, 
Emporia,  Kans.  66801,  no  longer  manu¬ 
factures  certain  unicellular  polyethyl¬ 
ene  foam  buoyant  vests  and  Approval 
Nos.  160.060/1/0,  160.060/2/0,  and  160.- 
060/3/0  were  therefore  terminated  effec¬ 
tive  January  2, 1973. 

The  Crawford  Manufacturing  Co.,  Inc., 
Third  and  Decatur  Streets,  Richmond, 
Va.  23212  and  12ths  and  Graham  Streets, 
Emporia,  Kans.  66801,  no  longer  manu¬ 
factures  certain  unicellular  polyethyl¬ 
ene  foam  buoyant  vests  for  Mont¬ 
gomery  Ward  &  Co.,  Inc.,  Post  Office  Box 
8339,  Chicago,  IL  60680  and  Approval 
Nos.  160.060/4/0,  160.060/5/0,  and  160. 
060  6/0  were  therefore  terminated  effec¬ 
tive  January  2, 1973. 

Dated:  February  15, 1973. 

G.  H.  Read, 

Captain,  U.S.  Coast  Guard,  Act¬ 
ing  Chief,  Office  of  Merchant 
Marine  Safety. 
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